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American Gas Light Association. 
——_— 
AmeERIcAN Gas LIGHT ead | 
Sept. 30th, 1885. 

The Thirteenth Annual Meeting of the American Gas Light Association 
will be held at Cincinnati, Ohio, Wednesday, Thursday, and Friday, Octo- 
ber 21st, 22d, and 23d. The headquarters of the Association will be at the 
Gibson House, and the meetings will be heid at College Hall. 

The members will find the hotel and hall arrangements very desirable ; 
the hall is close by the hotel, and is a most excellent room for public meet- 
ings. The hotel has recently been remodeled, and will be found very con- 
venient. 

I am happy to be able to state that present indications would portend that 
our Thirteenth Annual Convention will be an enjoyable one. Cei:tainly, 
those who attended our Fifth Annual Meeting, at Cincinnati in 1877, will be 
very ready to grant that the selection of that city for our coming convention 
was a happy augury of its success. 

Though the literary portion of our programme is not yet completed, never- 
theless the number of papers promised, and the partial pledges we have of 
others, afford good ground for hoping that the time which will be allotted to 
the consideration of matters of technical interest will be well utilized. We 
are promised papers on the following subjects : 

‘‘Natural Gas,” by W. H. Denniston. 

‘*Stoking Machines,” by M. 8, Greenough. 

‘‘Improved Furnaces,” by Austin C. Wood. 

‘*The Result of a Month’s Working with Limed Coal,” by James Somer- 
ville. 

‘*The Thermophote, or Self-registering Photometer,” by T. O’Conor 
Sloane. 

‘‘The Present State of the Gas Business,” by J. C. Pratt. 

‘‘ Difficulties Encountered in the Construction of a Gasholder Tank,” by 
Emerson McMillin, 

‘“‘ Automatic Street Main Governors,” by William Enfield. 

In addition to the above we have four other papers partially promised, 
and I hope at an early day to add their titles to the above list. 

If the members would keep these subjects before them, and collect from 
time to time such facts and figures in relation thereto as may be in their pos- 
session, and be prepared to lay them before the convention during the dis- 
cussions of these themes, it would add greatly to the interest and value of 
our proceedings. 

Besides the matters which will be brought before the Association by the 
gentlemen who will read the papers, there are many interesting subjects 
which could be discussed. At receut meetings of other Associations the 
question box has been rendered a very important feature of the convention. 
Yet it is doubtful if this branch of the meeting has been as edifying as it 
might have been ; for many questions are asked which can only be properly 
answered by the production of some facts or figures, and as the party making 
the answer has no previous notice of the question it follows that the answer 
must be made from memory, instead of from the record ; and, therefore, the 
conundrum is but partially answered. Now this could be rectified if we 


could know in advance the questions to be propounded. If, for instance, a 
member who wishes a subject discussed, or seeks light on some disputed point, 
would send in his question at once to the Secretary, he could incorporate it 
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in his next circular, then as the members would have an opportunity to look 
up definite data on the subject the chances are the party putting the ques- 
tion, as well as the other listeners, would be edified. I would urge this mat- 
ter on the earnest consideration of the members, and I sincerely hope there 
will be no hesitancy on the part of all in sending in their questions at as 
early a day as possible to the Secretary. There need be no holding back in 
this matter, as the names of the propounders of the queries will not ::ppear 
in any way. It will suffice if a member writes out his question and forwards 
it to me, I will then send to each member a list of the questions to be dis- 
cussed. 

Light is wanted on the following questions: 

‘*Ts cannel or naphtha the cheaper enricher, taking $9 a ton as the cost of 
the former and 5 cents a gallon the price of the latter ?” 

**Can large gas burners successfully compete with the arc light ?” 

‘* How can the trouble from naphthaline be alleviated ?” 

‘* What is the proper position for gas exhausters ?” 

‘Can the gas engine be successfully used to drive an exhauster ?” 

‘* What is the best means for removing tar from the gas ?” 

‘* Does a heavy setting of retorts require more coke to maintain the heat 
than a light setting ?” 

It is hoped each member will make a decided effort to be present at the 
meeting, that we may have a large and pleasant gathering. 

Parties wishing to join the Association can obtain blanks by applying to 
the Secretary, C. J. R. Humrureys, 

Box 6, Lawrence, Mass. 








“DR. ROBINSON, OF COLUMBUS, OHIO.’’ 
sain 

In the news columns of current issue of the Journat we publish an inter- 
esting letter, from the pen of Mr. Emerson McMillin, of the Columbus Gas 
Light Company, formulated in reply to certain ridiculous and extravagant 
charges made by the members of the local Council Board in regard to the 
manner in which the gas consumers in that city were being ‘‘ swindled by 
the managers of the gas company.” Of course, the Council must of neces- 
sity be represented by a proper spokesman, and the choice of same appears 
to have resulted in the selection of one ‘‘Dr. Robinson,” who, to put it 
mildly, has been ‘‘ speaking with a vengeance.” But, as is the case with the 
majority of ‘‘ mouthing reformers,” the ‘‘ Dr.” warming up with his subject, 
as he proceeded to unfold the matter ‘‘in all its harrowing details,” so far 
overstepped the bounds of caution and carefulness that, ere he rightly knew 
it, he found himself floundering in the mire of a ditch, the excavation and 
‘*miring” of which had been but the natural result of his own zealous though 
misguided labor. 

The “Dr.” may possibly be a very worthy member of that profession 
which essays to combat and overthrow the various bodily ills encountered by 
mankind ; and if he be a disciple of Asculapius we make no doubt that he 
worthily and creditably carries the ‘‘ knotty staff round which was entwined 
a serpent, the symbol of convalescence.” Still, while we have no positive 
evidence that ‘‘ Robinson, of Columbus,” is the possessor of a graduate’s di- 
ploma, and the proud owner of a “ large and growing practice,” it is only 
fair to presume that he may have either or both, since the ‘‘ Dr.” prefix, as 
well as the “‘M. D.” guffix, rightfully belong (the latter always, and the 
former usually) only to those who are duly licensed to “prescribe.” How- 
ever, be he “‘ medicine man ” or not, the fact remains unaltered that “every 
cobbler should stick to his last,” and in Dr. Robinson’s case we would fain 
remark that the Dr.’s “‘ last” would undoubtedly be but a poor instrument 
towards a proper ‘‘shaping” of the gas supply of his local city—and this 
also implies that if the ‘‘last” could not be adjusted to the Columbus con- 
ditions, it would be equally ineffective elsewhere. 

About the most remarkable of the absurdities put forth by the ‘‘ Dr.” is 
his grave assertion that ‘‘six-tenths pressure, in all cases, is abundant day 
or night.” Perhaps hc meant what he said, and it is only fair to assume 
that he did ; but just there is where he dug down to the maximum depth of 
his ditch, and added the miry bottom thereto. Supt. McMillin was not 
slow in seizing the opportunity thus presented, and in his answer to the 
“ Dr.’s arguments” made the following promise in the annexed words, ‘“‘We 
will test this on Monday, Sept. 7th, and in doing so will give his claim the 
best possible show, because Monday is the day of least consumption of the 
business days in the week. We will, during that day, carry 50 per cent., 
and at night 100 per cent. more pressure than Dr. Robinson says the con- 
sumers ought to have. The pressure will be seven and one-half-tenths in 
the daytime, and eleven-tenths at night, and will be thus continued as long 
as consumers will permit.” This manifesto from the “‘ sovereign of the gas 
company” at once placed the redoubtable ‘‘ Dr.” on the anxious seat; in- 
deed it ‘moved ” him to such an extent that he at once visited all the local 
newspaper sanctums and inveigled the editorial dwellers therein to announce 
through their columns that “‘ the efforts on date of seventh were to be made 








for the sole purpose of bringing him into disrepute ; that the mains of the 
Columbus Gas Company were ‘too small,’ and, therefore, the trial must 
necessarily result in failure ”—and we will add thereto, ‘failure to support 
the Dr.’s theory.” Despite this pathetic protest the gas men persisted, the 
promised pressure scale was instituted, and the following was the result : 

We regret to commence our tally by noting that Columbus contains ‘‘ beer 
gardens ;” and many of the proprietors of same illuminate the ‘‘gardens” by 
the aid of are lights, the dynamos of the establishments being driven by gas 
engines, The Teutonic owners were at their wit’s end, for the engines would 
not budge—hence the arcs would not hiss; the storekeepers raved; the hotel 
men fumed ; and the cooks were distracted, All of which was brought about 
because customers could not see what they were buying; the hotel guests 
could not read their evening newspapers ; and the cooks were obliged to give 
up cooking the evening meal simply because the gas stoves were ‘‘on strike,” 
One particular Columbus man rang up the telephone exchange and asked for 
the gas company, when the operator replied he ‘‘could not give everybody 
in Columbus the Gas Company at one and the same time,” and added, on his 
own account, ‘‘it is so dark here anyway that we can hardly see the keys on 
the switchboard.” So it went on all through the night; but the gas men, in 
spite of pleading and expostulation, kept up the pressure conditions through- 
out the entire 24 hours, when the ‘‘test was adjourned.” The ‘‘Dr.,” how- 
ever, has not yet surrendered, and proclaims the avowed intention of com- 
pelling the gas company to install larger mains, or else he will seek to 
establish an opposition corporation. Not to mince matters any, we expect 
the latter object is what the “Dr.” has been solicitous about during the 
whole controversy ; and if such is his aim we would suggest that poor suc- 
cess will be his ultimate reward. 








ANNUAL MEETING OF THE IOWA GAS ASSOCIATION. 
oo 

In accordance with the understanding reached at the meeting for organi- 
zation of the Iowa Gas Association (held at the Grand Hotel, Cedar Rapids, 
Iowa, 6n December 17, 1884), the first annual gathering of the Society took 
place at the Barret House, Burlington, on date of September 16th. We are 
rather at a loss to account for the comparatively small attendance that 
greeted the ‘‘call to order” of Chairman Spencer. That such apathy exists 
in Iowa is not at all creditable to the fraternity of the State, since it should 
really be a matter of pride with them to see the thing through in thorough 
good style. President Spencer made every possible attempt to secure suc- 
cess, but was rather heavily handicapped by the fact that Mr. C. M. Williams, 
of Cedar Rapids, who had been chosen Secretary at the organization meet- 
ing, removed to another State, and thus severed his connection with the 
Association. It is much more pleasing to add that those who were present 
—probably 50 per cent. of the companies in the State were represented at 
the late Burlington meeting—were not in the least disheartened ; but, on the 
contrary, pledged themselves to ‘‘go on with the good work,” And it may 
be predicted that another twelvemonth will witness a satisfactory endorse- 
ment of their efforts. The business transacted was mostly of an informal 
nature, but nevertheless was pleasing and instructive. Mr. R. Spencer was 
re-elected President, and Wm. A. Agard, of Des Moines, will occupy the 
Secretary’s desk. In him Mr. Spencer will have an able ally. The next 
annual meeting will be held at Des Moines, Iowa, on Wednesday, Septem- 
ber 15th, 1886. 








THE CINCINNATI MEETING. 
aiieooae 

We dv not here deem it necessary to make any extended notice of the com- 
ing annual convention of the American Gas Light Association, in view of the 
continued reminders of same that have been presented to our readers 
through the medium of the official pen of Secretary Humphreys. Wide- 
awake as ever, his thorough ventilation of what is desirable on the part of 
the members to make the Cincinnati gathering successful in every detail and 
particular places responsibility for the situation entirely in charge of the 
proper custodians, and the present outlook augurs well for the success of 
the assemblage of ’85. Let there be no relaxation in the effort to outdo all 
former records. 





The Market for Gas Securities. 





——$— 

During the fortnight quotations for Consolidated gas advanced rapidly, and 
it would seem as though a yet greater advance may with safety be predict- 
ed. In last market report closing prices were placed at 934 to 93}, and at 
this hour of writing (1 P.m., Sept. 30) we quote the shares as bid for at 97}. 
This figure represents the actual market, and every indication is presented 
that the ‘‘bulls” control the situation. We quote Equitable at 128 to 133. 
Brooklyn shares are fairly steady. The Jersey City (N. J.) situation is a 
trifle mixed, and friends of the Consumers Company assert that 900 meters 
have been distributed by that corporation. In out-of-town markets dullness 
is the prevailing feature, although al] sorts of San Francisco (Cal.) gas secur- 
ities show an advance in values, 
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Atkinson’s Differential Gas Engine. 
Mace Sn 
According to Engineering (to which authority we are indebted for the 
details given below) the ‘Inventions Exhibition” is particularly rich in 
gas engines, all the standard designs as well as several novel forms being 
shown. Among these none attracts more attention than Atkinson’s differ- 


ential engine, exhibited by the British Gas Engine and Gas Engineer- | 
This 


ing Company, Limited, of Mansfield Road, Gospel Oak, London. 
engine not only displays entire novelty of con- 
ception, departing from the received practice 
both of steam and gas engines, but obtains its 
results, so it is stated, with great economy in 
the consumption of gas, and by the simplest 
possible combination of parts. Compression gas 
engines have hitherto been copstructed in such 
a manner that they compress a certain amount 
of gas and air, or gas, air, and residuum from 
& previous explosion, into a cavity in the end 
of the cylinder, ignite this charge, and obtain 
work on the crankshaft from the increased pres- 
sure due to the higher temperature during the 
whole of one stroke or half a revolution, during 
which time the charge is expanded to the or- 
iginal Volume. After this the whole contents 
of the cylinder are allowed to pass into the 
exhaust pipe at a pressure of 30 Ibs. to 40 
Ibs. above the atmosphere, and at a very high 
temperature. The well-known ‘‘Otto” engine 
was placed before the public some seven or eight 
years ago, and other engines followed it, pos- 
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sessing the same features in these respects—that is, expanding the charge 
to the original volume in half a revolution. 

Mr. Atkinson argues that substantially the utmost limit of economy in | 
any engine working in this manner was reached in the ‘“‘Otto” engine some 
years ago, and that, unless some other system of working were introduced, 
no further economy could be attained. The great source of loss in the 




























Light Hournal. 





ordinary gas engine results from the cooling action of the cold water jacket 
around the cylinder, and to reduce this Mr. Atkinson designed the engine 
shown in diagram in figs. 1 to 4, and in plan and elevation in figs. 5 and 6, 
his object being to allow the gases to expand much more rapidly than usual, 
and thus to be in contact with the cold cylinder wells for a shorter period. 
Referring to the engravings, it will be seen that the cylinder is open at each 
end, and is fitted with two pistons. The pistons are connected with double- 
ended levers and short connecting rods to one crank-pin. The short con- 
necting rods are an essential feature of the de- 
sign, as it is through their action that the pecu- 
liar differential motion of the pistons is obtained. 
The pistons travel in the same direction, but at 
very different relative speeds; when at the outer 
end of their stroke they remain almost at rest for 
nearly half a revolution of the crank-pin, but 
travel rapidly when at the inner ends of their 
strokes. When the two pistons have completed 
the strokes to the right (fig. 1) they almost touch 
each other, and have driven out the products of the 
previous working stroke through a port in the 
cylinder wall, so that the hot residuum that fre- 
quently causes violent premature ignitions is com- 
pletely expelled. The crank-pin is at this time on 
the left, and as it proceeds toward the highest 
position the left-hand piston moves rapidly away 
from the other, leaving a space between them into 
which gas and air are drawn in suitable propor- 
tions through a self-acting suction valve. At this 
point (fig. 2) the right-hand piston travels past 
and closes the openings to the suction and ex- 

















haust valves; and during the next quarter revolution the pistons again 
approach each other, compressing the charge between them to about 60 
Ibs. pressure, the crank being now on the right-hand side (fig. 3). At 
the time of greatest compression the left-hand piston passes the opening 
to an igniting tube (fig. 3), which causes the ignition, and an immediate 
rapid working stroke is made by the right-hand piston, and is completed by 
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the time the crank-pin arrives at the bottom (fig. 4). The exhaust port is 
now opened by the continued travel of the piston, aud the contents of the 
cylinder are driven out through the self-acting exhaust valve by the left- 
hand piston, which is now in the position first mentioned, the cycle being 
completed in one revolution. 

The space between the pistons into which the ignited charge expands is 
nearly double the space into which the charge is drawn; consequently the 
expansion is continued to nearly twice the original volume, and instead of 
the exhaust being emitted at 30 Ibs. to 40 Ibs. it is expanded down to 10 lbs. 
or 12 lbs. It will be seen also that the total expansion to twice the original 
volume takes place in one-fourth of a revolution as compared with other ex- 
gines which expand to the original volume in half a revolution ; consequently 
the expansion to the original volume is done in one-fourth of the time, 
assuming the engine to run at the usual speed. The economy to be gained 
from the extra expansion is obvious, while the saving due to rapid motion of 
the piston was demonstrated in the early part of 1883 by M. Witz, who made 
some experiments with a view to determining the effect of increased rapidity 
of expansion. In one series of experiments he used a mixture of one volume 
of illuminating gas and 6.33 of air—a very usual proportion in gas engines. 
This mixture was drawn into an experimental cylinder and exploded, the pis- 
ton being allowed to travel at the rate of 1.7 meters per second, correspond- 
ing to an ordinary piston speed in a medium-sized gas engine ; and by means 
of the diagram he estimated the actual amount of work done. He increased 
the speed of piston, and found that by allowing the piston to travel 4.3 
meters per second, or 2.54 times as fast, the same emount of gas did 2.9 
times as much actual work. This enormous increase is chiefly due to the 
fact that the intense heat of combustion is not allowed to continue so long in 
contact with the walls of the cylinder, cooled by the water jacket. It is well 
known that more than one-half of the total heat in the gas, even if thor- 
oughly consumed, is lost by transmission to the water. If the work is done 
in one-fourth of the time, three-fourths of this serious loss must be saved, 
the transmission of heat through metallic substances being directly propor- 
tionate to the length of time the differences of temperature exist; hence the 
great increase of power shown by M. Witz’s experiments. 

It is clear that Atkinson’s ‘‘ differential” engine is a great advance from a 
theoretical point of view, and from a practical one we understand that the 
British Gas Engine and Gas Engineering Company, of 11 Queen Victoria 
street, E.C., who manufacture them, are prepared to guarantee a consider- 
able saving in gas. 

From an inspection of the illustrations it will be seen that the engine is 
extremely simple ; there is no slide valye—a fact that anyone practically ac- 
quainted with the working of gas engines will appreciate—nor is there any 
complicated substitute, the working fluid being efficiently controlled by the 
pistons passing the ports to the two self-acting valves, and the port to the 
igniting tube ; in fact it is more simple than any steam engine. There are 
no joints under pressure, no delicate passages, no cams or eccentrics ; and it 
has only pistons and bearings for the wearing parts. 








Some Notes on the “ Novelties’? Exhibition Now Being Held at 
Philadelphia, Under the Auspices of the Franklin Institute 
of Pennsylvania. 

By H. C. Apams. 

The “ Novelties” Exhibition has been so recently and so frequently men- 
tioned to the readers of the Journat that it now scarcely needs an introduc- 
tion ; suffice it, then, to say that the opening took place at the appointed 
hour—at noon of Tuesday, September 15. In the course of the address de- 
livered upon that occasion it was said, on behalf of the Institute, that visitors 
must not expect to find the novelties only those things which they had 
never seen before, for our industrial world moves with such rapidity at pres- 
ent that what is new to-day is old to-morrow; yet it was believed that among 
the exhibits would be found the latest improvements in nearly every branch 
of art, sufficiently numerous and instructive to repay extended and careful 
observation. In that belief we are glad to say the managers are fully 
justified. 

The exhibition is held in the building erected last year for the Electrical 
Exhibition, and it covers exactly the same ground, including the Depot An- 
nex, as that did. There is apparently no grouping or classification of the 
exhibits, which are scattered promiscuously about, thereby really adding to 
one’s entertainment by a continued and wondrous variety. For it would 
seem that truly ‘‘every branch of art” is here represented ; all sorts, kinds, 
and descriptions of exhibits are discovered in a tour of the building, and 
something to interest each class of visitors is insured. 

On account of this very general character of the display there will, of 
course, be found less of immediate interest to the gas men than there was at 
the Electrical Exhibition last year ; nevertheless there are many things that 
merit more than casual mention. i 
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as of course it will be, in contrast to the effect produced last year. At that 
time gas formed a small proportion of the total lights ; now we see the con- 


ditions happily reversed, and eleetricity in the background. At least three. 
fourths of the illumination this year is effected by gas, which is represented 
80 variously as to afford a fine field for comparison. We find the work done 
by the albo-carbon, the new Lungren, the Siemens, and the Lowe incan- 
descent lights. Besides those there are shown some smaller burners, which 
are not allotted a particular portion of the building’s illumination, but are 
exhibited in side-booths constructed for the purpose. 

The general distribution of the lights is well arranged to afford an oppor- 
tunity for critical comparison. The electricians are represented by only two 
systems, both of them arc lamps—the McTighe and the Thomson-Houston. 
To those is allotted the lighting of the main vault, where fifty nominal 2,000- 
candle power lamps are hung, the annex and the galleries. The gas lamps 
are grouped adjacently on the main floor. The two main aisles, diverging 
nearly at right angles from the main entrance, are lighted for half their 
length with Lungren lamps suspended in rows on each side. The head of 
the triangular space so inclosed is hung with the high-power Siemens lamps, 
which extend on out to the main vault. To the west, immediately alongside 
of the Siemens and Lungren display, come the albo-carbon lights ; these ex- 
tend to the western end of the building and along the western aisle. The 
Lowe incandescent lights, flanked by a few burners using the carburetted 
Lowe gas, we find occupying the eastern aisle and the handsome booth that 
was last year devoted to displaying the effect of the Brush-Swan glow lamps. 
Along the inclosed gallery at the southeastern end of the building is strung a 
row of ordinary gas jets. 

So it will be seen we have all the important methods of gas illumination 
spread before us, from the most pretentious to the most humble. The gen- 
eral effect is brilliant and pleasant. We have never seen more strongly 
marked the contrast between the dead white glare of the electric ares and 
the soft, subdued, yet equally powerful light emitted from the gas lamps. 
Gas is making a showing that will surprise and please the public, who, after 
all, are inclined to conservatism ; and those who had concluded that the gas 
light ‘‘must go” will here find ample evidence that it will make a perma- 
nent stay. 

In viewing all this one is struck with the absence of the everyday gas jet 
and the presence of new high-power lamps—some shown here for the first 
time to the public. A fertile though long uncultivated field is now being 
worked by inventors, and the result gives an idea of the real capabilities of 
gas as an illuminant. 

We now propose to give a description of the different systems of illumina- 
tion shown at the Exhibition, and subsequently to mention such other ex- 
hibits as may prove of interest to gas engineers. 

Tae Axso-Carson Lica. 

The albo-carbon light is simply a new form of the many methods that have 
been devised since the beginning of gas making to enrich gas and increase 
its illuminating power. It is, indead, in principle very nearly the same as 
the earliest design tc that end. It is an English invention, and has been in 
use in Great Britain and on the Continent for four or five years. Its intro- 
duction to this country was not made until the beginning of the current 
year, yet so rapidly has it come into use that it is already a familiar sight in 
the shop windows along our streets. The construction of the appliance is 
very simple, and we do not see how we could better explain it than by taking 
one of the albo-carbon cluster chandeliers as an example. There is a pend- 
ent pipe for the conduction of the gas, such as we find in ordinary fixtures ; 
at a point on this pipe toward the burner end is attached a hollow, circular, 
mushroom-shaped regenerating chamber a few inches in diameter, extending 
out radially and flattening so as to present an extensive lower surface, and so 
connected to the pipe that, to pass on down to the burner, the gas must cir- 
culate through the chamber. At its lower extremity the pipe connects with 
a hollow, pendent, acorn-shaped chamber of about the same diameter as the 
regenerating chamber. From this lower chamber there is an outlet up along 
the outside of the central pipe to a point a few inches below the regenerat- 
ing chamber, and at that point the burner branches diverge. These branches 
vary in number in the different lamps, and in the larger lamps the length of 
each alternate branch is graduated so as to give a series of circles of burners 
at the different distances from the main stem from which the branches radi- 
ate horizontally. The inner circle of burners is thus brought directly under 
the regenerating chamber. A lever-cock is placed at the top of the central 
supply pipe to turn the gas on or off ; and just below the burners is a valve 
which regulates the delivery of the gas to the burners (which are Bray’s, 
2-feet), and by which, when the gas becomes too rich and smokes, a portion 
of it may be, so to speak, short-circuited, and delivered uncarburetted to the 
burners, thus adjusting the conditions of combustion. 

We can now readily understand the operation of the generator: the gas, 
entering the central pipe, passes down it to the regenerating chamber, and 
here, supposing the burners to have been some little time in action, it is 





The illumination of the building attracts particular attention, considered, 
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perature and passes down to the lower chamber, which contains the albo- 
carbon (Anglice, naphthaline), a solid, white substance which volatilizes at 
170°, and which, for convenience of handling, is pressed into small cylinders. 
The heated gas coming into contact with the albo-carbon vaporizes it, and, 
taking up a portion, passes up to the burners, Thus we see that it is simply 
a process for carburetting gas. 

In using this process on single burners a special vessel, of a few inches in 
diameter, containing the albo-carbon, is placed at the delivery point of the 
fixture. Through that vessel are two passages, one over 
the albo-carbon, and the other direct to the burner. By 
turning a key we are able to direct the gas through the 
carburetter and enrich it, or to send it direct to the 
burner and use it ‘“‘straight.” The necessary heat to 
volatilize the albo-carbon is obtained by conduction from 
a metal plate projecting laterally from the spherical vessel 
over the flame. 

The process is very effective and quite economical, It 
is estimated that four pounds of albo-carbon will enrich 
1,000 feet of gas, and the cost runs from 10 cents to 12 
cents per pound. The handling of the carbon is unat- 
tended with danger; and if the supply of it gives out, the 
only effect is a return to the normal candle power of the 
gas. The cluster lights are made from 3 burners up to 
48; the number, of course, being capable of almost in- 
definite extension. In these clusters it is seen that, to 
a certain degree, there is a combination of the preheat- 
ing, or, as it is commonly called, the regenerative sys- 
tem, and carburetting ; and it is claimed that by these a 
light of 8 candles to the foot of ordinary 16-candle power 
gas is obtained, which is certainly a very good showing. 

However that may be, the albo-carbon lights at the Exhibition are a very 
handsome display. They are shown in clusters of al] sizes, and in the 
larger ones it will be noticed that at a little distance the flames merge and 
give the effect of a lustrous band of light. The burning is remarkably 
steady, and the light emitted is clear, strong and white. In fine, this system 
seems to supply very well the want of a good, cheap method of increasing 
the amount of illumination to be derived from a given quantity of gas, with 
the advantage of being applicable on any scale from one burner up to one 
hundred. 

The albo-carbon light is exhibited by its Eastern agents, Messrs. Kitson 
& Co., of Philadelphia. 





Albo-Carbon 
Cluster Light. 


Tse Sremens Lamps. 


No description of the Exhibition would be complete without a word as to 
the excellent work done by the Siemens regenerative lamps, which are fully 
maintaining their reputation, and justifying the commendation they have 
from time to time received at the hands of the Journau. Occupying, as 
they do, the very space that Edison and Weston had at the Electrical Ex- 
hibition, they are the object of peculiarly trying comparison ; but we find as 
full a flood of light now as when, last year, this spot blazed in the glory of 
a thousand incandescent lamps. 

Nearly all the lamps exhibited by the Siemens Company have 50 feet 
burners, though some smaller ones are scattered here and there. They are 
shown in all the various designs, from the plain, work-a-day factory lamp to 
the bighly ornate and burnished fixture designed to hang in some handsome 
church or public building. 


Tue New Luncren Lamp. 


The objections to the Siemens lamp have been mainly to the relative 
position and size of the body, the projecting arm of the return flue, and the 
burner ; yet it is doubtful whether the same high efficiency can be other- 
wise obtained. To approach that standard as nearly as possible, under an- 
other form but embodying the same principle, is the aim of the inventor of 
the Lungren lamp, Mr. C. M. Lungren, of New York city. 

This light was brought out in its original form last fall, and since that 
time it has been undergoing a gradual process of change and perfection, un- 
til now, carefully remodeled, it is prepared to take its place among the high- 
power gas lamps, which it does, publicly, for the first time at this exhibi- 
tion, The gas is delivered tothis lamp either by a pipe passing down 
through the center of the vertical, cylindrical chimney surmounting the 
lamp, or by two branch pipes passing down outside the chimney and meet- 
ing at its base. From the delivery pipe the gas passes down to a threaded 
nipple bored across with outlets at right angles, and with its head blocked 
to the passage of the gas. Upon this nipple screws the base of the burner, 
which is a hollow cylindrical casting, bored with vertical ducts to carry the 
gas from the delivery nozzle to the burner proper, which latter consists of 
two concentric cylindrical shells with an annular gas-way between them 
passing directly to the tip. This tip is an inverted argand with the orifices 
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form a small circular chamber, into which the gas enters, and from which 
it passes down through the ducts of the base to the annular gas-way of the 
burner, and thence directly to the tip. Besides being pierced with vertical 
ducts to carry the gas from the delivery pipe to the burners, the cylindrical 
burner base is cut across with transverse openings from its outside to its 
hollow center. Around the base is set a wheel-shaped casting, whose 
spokes, between which are open spaces, serve as a series of air ducts running 
from the outside of the lamp to the space just without the burner base. 









































SECTION. 


The New Lungren Lamp. 


Upon the hub of this wheel-shaped air duct is screwed what is called the 
flame surface, a cup-shaped cylindrical piece, the outside surface of which is 
covered with a special white enamel, which encircles the burner to the tip, 
leaving an annular space between. From the outer edge of the lamp there 
extends down an enameled piece, shaped like the frustrum of a cone, running 
close to the flame surface and encircling it a few inches above the tip. The 
object of that is to confine the flame to the flame surface and to draw it up 
symmetrically. Between the flame surface and this outer shell is the passage 
for the products of combustion, which rise and pass through the interstices 
of the air ducts before mentioned, whence they are delivered to the chim- 
ney. Just below the burner tip there is suspended, from supports within 
the burner’s hollow center, a circular button, the function of which is to de- 
flect the air coming down the center of the burner upon the outside of the 
flame, and to cause it to flow up along the flame surface. Around the bot- 
tom of the whole lamp is suspended a clear glass, bell-shaped globe, with a 
lip setting into a flange, and hung with balance weights so as to permit of 
its being readily lowered for the purpose of lighting, cleaning, etc. 

The operation of the lamp, which is on the regenerative system, is as fol- 
lows: The gas enters the delivery chamber and flows down through the 
base and the burner to the tip, where it is consumed, the products of com- 
bustion passing from the flame surface, where the flame burns, up through 
the openings between the air ducts. By that means the air entering through 
the ducts is very highly heated, and passing on it enters the space about 
the base of the burner. Here some of it passes down in the annular space 
between the inner side of the flame surface and the outside of the burner ; 
the rest enters through the transverse opening in the burner’s base, and 
passes down through the cylindrical space in the center of the burner, and 
descending to the tip, is deflected upon the flame by the button suspended 
beneath. Another supply of air enters within the globe near its top, serv- 
ing to cool it and to furnish an additional quantity to the outside of the 
flame. 

The preheated air contributes in itself to the completeness of combustion, 
and in its passage to the tip it surrounds and heats the gas ducts and the 
gas contained therein, making a further addition to the efficiency. The 





in its side. The base of the burner sits about the delivery nozzle, so as to 


effect is to produce the complete combustion so essential for the proper con- 
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sumption of gas as an illuminant. The light emitted is of about the same 
color as that seen in the Siemens lamp. The flame lies up along the flame 


surface, forming the inverted frustrum of a cone of light, and burns with ad- 


mirable effect. The steadiness of the light, so far as it is dependent on out- 
side influence, is insured through its being entirely enclosed within the 
globe and so protected from all drauguts. But the most important feature 
lies in the light being emitted from the bottom of the lamp, with no body or 
fixture intervening between source of light and the space to be lighted—a 
rare advantage. 

The lamp is relatively small and compact in structure, and low in cost. 
In shape it is a smell vertical cylinder, with a semi-spherical head, formed 
by the globe, at the lower end. The lamps at the Exhibition burn 16 feet ; 
but soon others will be ready burning 8, 12, 25, and 35 feet. The newness 
of this lamp, and its clear, strong light, attract considerable attention, greet- 
ing the visitors immediately on their entrance, and presenting an effect that 
is indeed novel and almost iucredible to the majority of gas consumers who 
observe it. 


The exhibit is made by the Siemens-Lungren Company, of Philadelphia, 


a consolidation of the Siemens Regenerative Gas Lamp Company, of Phila- | 


delphia, and the Lungren Gas Appliance Company, of New York city. 
THe WasseRMAN Lamp. 

We now come to what is called the ‘newest regenerative gas light.” It 
probably merits that appellation, for it has just emerged from the embry- 
onic state. It takes no part in the general system of the illumination of the 
Exhibition, but is exhibited by its inventor, Mr. Adolph Wasserman, of 
Philadelphia, in a small space to the north of the Lowe exhibit. 

In construction the lamp is novel and interesting. It can be placed on 
any ordinary bracket without change of fixture. From the point where it 
attaches to the delivery pipe there rises vertically through the center of the 
lamp a piece of pipe five or six inches in length. That pipe is surrounded 
by an inverted hollow cone of metal, covered with a porcelain shell, whose 
base lies a few inches above the top of the pipe, and whose apex—the low- 
est point in this case—fits into a cylindrical chamber about the bottom, 
From that chamber four hollow, metallic arms diverge at right angles to 
each other aud extend a few inches horizontally. At about half way along 
their length are fixed four vertical tubes, one on each arm. These tubes 
fasten toa circular flange at their top, which supports on its inner edge a 
cylindrical sheet of metal about an inch high. The flange is about one- 
quarter of an inch wide, and on its outer edge screws a second cylindri- 
cal shell concentric with the one just above mentioned, forming an annular 
chamber, at the center of which, projecting from the outer shell, is a flange 
to act as a check on the flow of gas. On the top of this aunular chamber 
sits the burner, a ring of block brass, with a circle of 24 tube like orifices 
cat solidly out of it. The orifices are about one-sixteenth of an inch in di- 
ameter, and about one-sixteenth of an inch apart ; they communicate di- 
rectly with the gas chamber beneath them. 

Around the burner and the gas chamber is a sheet brass jacket, resting on 
the four projecting arms, and at its top slightly drawn in towards the burner 
tubes. Extending laterally from the outside of the jacket is a circle of sheet 
metal, closely perforated with holes, to regulate the flowof air. At the edge 
of this perforated sheet is the chimney, a cylinder of clear glass, with its 
base resting on the extremities of the four projecting arms, and its top afew 
inches above the base of the inverted cone. 

The operation of the lamp has probably already been discovered from the 
description of its structure. The gas enters through the central vertical 
pipe and ascends to its top, where it is delivered in the space within the 
base of the hollow cone. The cone has, of cours¢, become heated by the 
action of the flame beneath it, and imparts its heat to the contained gas, 
which passes on down -to the cylindrical chamber at the apex of the cone, 
where the four arms branch off. Entering these arms the gas flows through 
them, ascends the four vertical tubes, is delivered into the gas chamber, 
and then passes directly to the tip. It is a peculiar feature of the construc. 
tion that these four vertical delivery tubes are of the samme diameter as the 
24 orifices they are intended to supply. The air, flowing to the burner, 
enters the open bottom of the lamp, passes between the four horizontal 
arms, and ascends through the central cylindrical space encircled by the gas 
chamber ; it also passes up outside of the gas chamber, between it and the 
jacket. A further supply of air is delivered upwards outside the jacket, 
throngh the hols in the sheet between it and the chimney. The air that 
enters the inner part of the lamp strikes the outside of the metal flues that 
are heated by the hot gas flowing through them from the cone, and thus has 
its temperature raised before it reaches the point of combustion. As that 
preheating is accomplished with both air and gas, we have the essentials of 
what is called the regenerative system of gas lighting. 

In appearance these lamps look exactly like large Argand burners with 
inverted white cones placed in the middle of the chimneys. The flame 
burns up along the under surface of the cone, making a band of light about 








two inches high. The only lamps made as yet burn ten feet ; in tests made | ernor for each floor. 


with them they have given ubout five candles to the foot of our 16-candle 
gas. That is not very high efficiency ; but the lamp is in a crude state, and 
may be much perfected in the future. It is another step in a good direction 
towards small regenerative lamps. 

In the question of superiority of methods we incline to these regenerative 
lamps. The first consideration in consuming gas is to get as much as pos- 
sible out of the gas per se, without resorting to outside enrichers, And any 
process that obtains from a given quantity of material a larger or better de- 
rivative product than was formerly obtained from the same material, is a 
true advance in industrial art, and this the regenerative system represents, 

In the next issue of the JournaL we propose to describe the Lowe plant 
and light, and the remaining exhibits of especial interest. 





Mr. Emerson McMillin in Reply to the Charges Made against 
the Columbus (Ohio) Gas Company. 
—_—— 

[In our item columns of last issue mention was made of the fact that cer- 
tain members of the Colum]us City Council were engaged in the now rather 
common councilmanic practice of attempting to stir up public sentiment in 
that city against the present management of the Columbus Gas Company. 
We also then promised to republish Mr. MeMillin’s ‘‘open letter” in an- 
swer to the ‘‘charges” advanced, and we herewith redeem that promise. 
The letter appeared originally in the Columbus Sunday News, date of Sep- 
tember 6th. To make matters clear to our readers, we add that Dr. Robin- 
son and other members of Council asserted that the pressure could not be 
reduced by turning off the meter cock, They said the supply could be re- 
duced, but the pressure not. | 

As briefly as possible I reply to some of the attacks made on the Gas Com- 
pany in the Council and through the city press. I published a letter in the 
Times, Aug. 8th, in which [ tried to show the shallowness of the attacks 
made, and also suggesting the probable motive. In this letter it was shown 
that Dr. Robinson had made misrepresentations respecting the cost of light- 
ing the City Hall building, he having asserted that it was costing over $200 
per month. My figures showed that it had cost during the then past twelve 
months $116.72 per month; and that instead of its costing between $2,000 
and $3,000 per annum, it had cost the last twelve months $1.400.61, and 
that after the removal of the post office it was costing at the rate of less 
than $1,000 per year. The doctor, in his reply, goes back six years, when 
gas was selling for nearly double the price prevailing the last two years. 
Had he gone back only five years, when gas was selling 52 per cent. higher 
than now, he would have convicted himself of misrepresentation as to annual 
cost as he did respecting cost per month, 

In an interview with a reporter of one of the city papers the doctor claims 
to have established every issue raised against the gas company, and that he 
has not been controverted on a single poiut, Just how many “ points” the 
doctor has raised against the gas company, or had raised at that time, I do 
not know, but only two have been noticed by the press. The first one is re- 
specting cost of gas at City Hail, and in this his own figures, and the time, 
far back in the past, to which he had to go to get even as good showing as 
he did, ‘‘ controverts”” him without a word from the gas company. His sec- 
ond point was his great ‘‘ discovery” of the valuable secret withheld from 
consumers by the company, that to obtain the most light for the least 
money fas should be consumed at low pressure. He seems to have aban- 
doned the role of ‘‘ discoverer,” and now admits that the representative of 
the gas company told the same thing to the public some months before he 
did. This established principle being much older than either the doctor or 
the writer, neither of us can lay claim to its discovery. 

We are charged with carrying heavy pressure in our pipes tothe consumer, 
where it is to our interest to make the consumption heavy, and of using gov- 
ernor burners on Jamp posts where it is to our interest to make the con- 
sumption light. I have before said, and I say it again, that it is not to the 
interest of any gas company that consumers’ gas bills should be large. On 
the contrary, the most money is made by pursuing a policy exactly the op- 
posite, so far as the gas company is able to control the matter. Aside, how- 
ever, from any such claim on our part, what is to prevent the consumer from 
emploving exactly {he same methods employed by the gas company in pre- 
venting an undue pressure of gas at the tips of their burners? We have no 
patents and do not control the sale of gas burners. The gas that is used in 
the telephone boxes probably does not cost the gas company quite as much 
as gas costs the consumer, and the company is quite as well able to stand a 
little carelessness as is the average consumer ; yet the company considers 
the matter of enough importance to put on a burner that will give the most 
light at the least expense to the company. While the pressure for an ordi- 
nary two-story house may be satisfactorily adjusted by turning off the meter 
cock (and in this way exactly the same results are obtained as would be by 
reducing pressure at the works), yet it is not so perfect a mode as is the use 
of a governor burner, or, in case of large business blocks, a separate gov- 
While upon this question of turning off or reducing the 
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pressure at the meter during the time gas burners are lighted, I must notice 
some things that were reported as having been said at the last Council meet- 
ing, in which an amount of ignorance was displayed such as one would ex- 
pect to hear from a gas expert’s attempt to discuss dentistry or law. Dr. 
Robinson says the meter cock is put there to be used in case of fire. That 
will doubtless be news to the consumer, as it certainly is to the gas company. 
Think of a person running through to the back end of a burning building to 
reach the opening to the cellar, then forward in a dark cellar, full of boxes 
and barrels, to the front of the building where the meter is usually placed, 
and then have to retreat by the same route! How many meters would be 
turned off under such circumstances? No, sir; the meter cock is put in 
for a twofold purpose. First, the consumer may turn off the supply if he 
thinks he can detect the smell of escaping gas ; and, second, that the pres- 
sure may be adjusted to suit his wants. If he is on high ground, or close to 
the gas works, or on a main where there is a limited conaumption, his pres- 
sure wil] be too high, and will need to be reduced by turning off the meter 
cock, unless he uses governors. It has been asserted that not one hundred 
of the consumers in this city know that there is any way by which they can 
turn off the gas at their meters. That is an insult to the intelligence of our 
consumers, 

Dr. Robinson, illustrating the impossibility of regulating the pressure by 
the meter cock, said that, “ to adjust the light in the Council Chamber, and 
then light the same number of burners in the hall above, some of the lights 
below will be shut out.” True, if the lights below had been adjusted to an 
extremely low pressure, and in any event the light would be reduced. Why? 
The gas, being less than half as heavy as air, ascends, the pressure increas- 
ing about a tenth for every ten feet of elevation. But that any person with 
average intelligence should contend that exactly the same thing would not 
occur had the pressure been reduced at the works, instead of being reduced 
at the meter cock, is beyond my comprehension. Reason and argument can 
avail nothing here. Dr. Robinson says the gas company has been telling 
its consumers for 25 years that they can reduce their pressure by turning 
off the cock at the meter. Well, should he live long enough, and the com- 
pany continues to do its duty to its patrons, he wil) hear the same story 25 
years hence. Dr. Halderman said that ‘‘so long as the aperture of the 
feeder at the works is no larger than the sum of all the apertures leading to 
the meters, the pressure would be exactly the same all over the city.” The 
doctor is an intelligent man, and one who would not purposely mislead, and 
I do not doubt but what he will correct his statement when he gives the 
question more consideration. If his statement was true, then as much gas 
would pass out of the aggregated little apertures at the ends of the long lines 
of pipe as would pass out of the one large aperture at the works, if discon- 
nected from the long lines of pipe. I will give you one instance to illustrate 
the fallacy of his assertion. A one-inch pipe, 30 feet in length, under ten- 
tenths pressure, will discharge in one hour 675 feet of gus; while through 
300 feet in length it will discharge but 213 feet of gas, the initial pressure re- 
maining the same in each instance. Why? The greater friction in the 
longer line of pipe reduces the pressure, and cc nsequently the quantity of 
gas. This one illustration shows the impossibility cf the gas company ad- 
justing the pressure to each consumer's requirements. 

It was charged that ‘‘ Huntington and McMillin had agreed to meet the 
committee on a certain night, and to reduce the pressure to sixteen-tenths. 
They failed to meet the committee, and instead of reducing the pressure, in- 
creased it.” In reply: Neither Huntington nor McMillinever promised to 
reduce the pressure to 16-tenths, and Huntington did meet the committee, 
Whether the charge that we increased the pressure for the purpose of mis- 
leading the committee, or for any other purpose, is true, will appear further 
along. There is manifestly a disposition to mislead the public respecting 
the quantity of gas that will pass through a burner at different pressures, 
Dr. Robinson is reported to have shown that a six-feet burner will, with 19- 
tenths pressure, consume 18 feet per hour. He ought to copyright that 
‘“‘discovery.” There can be no doubt about its paternity. A six-feet burner 
is one that will consume six feet of gas per hour under 10-tenths pressure, 
and will burn at 19-tenths pressure a little over 8.75 feet, instead of 18 feet. 
But to be fair, the doctor started off on the basis of 6-tenths, instead of 10- 
tenths, at which pressure burners are rated. If this burner consumed six 
feet at six-tenths, it would consume less than 12 feet at 19-tenths. We will 
not speculate about things of which the public know little, but instead will 
give the results of actual tests made with the best of apparatus. Witb five- 
tenths pressure a burner consumed six feet per hour; at four-tenths, 5.22 
feet per hour; at three-tenths, 4.56 feet per hour ; being a decrease of 40 
per cent. in pressure, and 24 percent. in gas. Another series of tests, 
made with a different class of burners, gave the following results: At five- 
tenths pressure 4.5 feet; at 9.5-tenths, 6.75 feet; and at 19-tenths, 10.2 
feet per hour were consumed. There is a general rule that ‘‘ doubling the 
pressure increases the flow one-half.” This is not mathematically correct, 
but near enough for practical use. The doctor, however, has discovered 
that the increase is double that quantity. It is plain that Dr. Robinson 
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either does not understand the insignificance of the loss in burning gas at 8 
or 10-tenths pressure over that of burning at the most economical point, 
say, at 5 or 6-tenths, or otherwise purposely tries to mislead. The light is 
increased almost with the increased consumption from five up to ten-tenths. 
I assert that there are not twenty gas cunsumers in this city who will burn 
gas at less than ten-tenths in an open burner if they can get that 
pressure, To reduce to the most economical point is to sacrifice com- 
fort and to blacken ceilings. It is no compliment to the intelligence 
of the gas consumers living along the lines of high pressure to assume 
that they burn their gas at the full pressure of the mains, They do not do 
it. If when they light their gas it blows, they turn it down until it ceases 
to blow and shows a good steady light. I venture the prediction that not 50 
per cent. of the gas sent out is consumed with a pressure at the burner 
orifice exceeding ten-tenths, and that not 10 per cent. is consumed at a pres- 
sure exceeding 12-tenths. Yet we are told by the wise men of the Council 
that if the gas company would reduce the pressure to the proper point, one- 
half less gas would be consumed, and hundreds of thousands of dollars would 
annually be saved to the consumers. As the total sales fall far short of the 
minimum sum named, it is difficult to see just how this saving is to be 
figured out. If, as the doctor tells the public, there is 6-tenths difference in 
the pressure at the various points in the city, how are we to regulate the 
pressure at the works so that it will not still be necessary for the consumer 
to regulate his own pressure, either by the meter cock or by the governors ? 
I have already referred to the loss of pressure in gas flowing through pipes 
caused by friction. How can the company give Hessenauer’s Garden or the 
North End a good supply of gas without giving the business houses about 
the corner of High and Long streets too much pressure? And if these busi- 
ness houses must, to get the best results, turn off the pressure at the meter, 
is ita greater hardship to turn the meter cock one-half off than to turn it 
one-third off ? 

So long as the press and members of Council accept the statements of Dr. 
Robinson as facts, they are certainly justified in becoming a little excited, 
and that the former should praise the doctor’s sagacity and energy, and that 
the latter should suggest summary mersures for eradicating the evil, should 
be expected. I now assert, and will undertake to prove to the satisfaction of 
any impartial committee, that every principal statement that has been made 
by Dr. Robinson, in this controversy, is grossly false. His charges that the 
gasin the city building was costing over $200 per month, and between 
$2,000 and $3,000 per annum, were false. It was not, at the time the charges 
were mad», costing the half of the sums named. His charges that the com- 
pany ha reduced the pressure since he opened his batteries, and that the 
result is a reduction in the bills of 25 or 30 per cent., is faise. His charge 
that doubling the pressure, doubles the quantity of gas consumed, is false, 
His statement that any increase in the quantity of gas that passes through a 
burner at over five or six-tenths pressure is wasted and gives no light, is 
false, as also is his assertion that gas, at above five-tenths pressure, escapes 
unconsumed and vitiates the atmosphere. Gas is much more perfectly con- 
sumed at a pressure of 20-tenths than at 5 or 10-tenths. He does not know 
the fact that the more rapid and perfect the combustion is, within certain 
limits, the less is the light obtained. His statement that the gas com- 
pany admits or says that it cannot give good light at a less pressure than 
it now gives, is false. His claim that the gas company has refused to reduce 
the pressure is false in this, that neither the City Council, the Gas Commit- 
tee, nor any consumer, save only Robinson himself, have ever asked the 
company to reduce the pressure, and he asked to have it reduced only from 
22 to 20-tenths. His charge that the gas company’s mains are too small, is 
disproven by his own assertions that the pressure everywhere in the city is 
double or treble what it ought to be, His statement that McMillin said in 
the Board of Trade lecture that the burners in the Board of Trade room 
were then consuming 25 per cent. more gas than was necessary to give good 
light, and assigned the small mains of the company as the reason, is false. 
His pretending to read to the City Council an extract from a paper by Dr. 
E. G. Love, Gas Inspector of New York, was in keeping with his other de- 
ceptions. The copy of the Sanitary Engineer, from which he read, con- 
tained nothing of the kind from Dr. Love. The saving of gas at the City 
Hall, by reason of reduced pressure, has been the doctor’s principal card. 
His saving here is the proof positive of the virtue of reduced pressure, 
Every day or two for some time it was announced that the pressure has been 
reduced four or six-tenths; latterly the claim is that the pressure has been 
increased. This is doubtless thought to be necessary to account for the 
probable increase in the September bill. Before discussing the pressure 
feature of this claim, for which the doctor has received so much credit, let 
us see if we cannot ignore that feature and still account for the small bill. 
First, in order to prove his assertions, the docto: would doubtless see that 
ro unnecessary burners were lighted during the month. Second, there was, 
I believe, but one Council meeting held in the chamber, instead of five, as 
would have been the case had a meeting been held on each Monday night 
as is the custom. There was no meeting of the Board of Trade Asso- 
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ciation ; but, above all, there was no post office there as in former years. In 
the Dispatch, of Aug. 29th, in figuring out this wonderful saving, there is 
$7.94 put in as the sum that would probably have been added had the post 
Office still been in the building. The post office may have paid only $500 a 
year, as asserted, for their gas ; but this would be over $40 per month, in- 
stead of $7.94. A much larger per cent., however, of August bills are 
chargeable to the post office than would be chargeable in January. That 
office burned gas all night, winter and summer, while other offices in the 
same building would seldom light their gas in summer, but would be large 
consumers in winter. Did the post office burn only $500 worth of gas? Who 
can tell? It was not measured to them, but was measured with the gas that 
was used in all other parts of the building. The only indication or fact that 
we have to judge from is the quantity they consumed in their new quarters. 
Did they burn there at the rate of $7.94, or even at therate of $40 per month ? 
They burned gas at the rate of about $1,000 per year. This alone is enough 
to account for all the difference in the gas bill, without taking into account 
the efficacy of the four or six-tenths reduction in pressure. Some may still 
insist that’a portion of the saving must be due to the reduced pressure 
brought about by the doctor’s war on the gas company. 
these I append a few affidavits: 


E. McMuuur, Supt. :— 

In answer to your inquiry, I say the pressure on the gas mains in this 
city has not been changed since late in February, at which time the present 
automatic governor was attached. This governor, as you know, puts on the 
“pressure only as required by consumers, being limited to a maximum of 
23-tenths, and a minimum of 13-tenths. The maximum, as used during the 
heaviest hours of lighting, is about 22-tenths, and it stands at about 14 
tenths during the daytime. On Sunday nights the pressure is about 19- 
tenths. The goveruor has not been modified, reduced, increased or changed 
in any manner since it was first adjusted, and there has not been either an 
increased or decreased pressure since the appointment of the special com- 
mittee of the Council to investigate this question, as is reported to be charged 
in said committee’s report. 

[Signed. | 


In answering 


WILuiAM ENFIELD, 

Sworn to before me, and by him subscribed in 
my presence, this 4th day of September, A. D., 
1885. E. L. Rosryson, 

Notary Public, Franklin County, Ohio. 

I have read the above affidavit of Mr. Enfield, and say to my own knowl- 
edge it is true so far as it refers to the pressure in the mains during the 
hours between six in the evening and six in the morning. I am not at the 
works during day hours. Epwarp Dunpoy. 

Sworn to before me, and by him subscribed in 
my presence, this 4th day of September, A. D., 
1885. E. L. Rostyson, 

Notary Public, Franklin County, Ohio. 


(SEAL. | 


[SEAL, } 


William Enfield and Edward Dundon are my assistants in the manage- 
ment of the gas works. They have in charge the automatic governor that 
regulates the pressure of gas in street mains, and no other person or persons 
are permitted to touch it or make any changes in the pressure. And they 
will make no changes to increase or decrense the pressure without being in- 
structed todoso. Neither myself nor any other oflicer of the gas company 
have given instructions to change the pressure, and I am sure that no change 
has been made. I further state that Dr. Robinson, member of the Colum- 
bus City Council, had been assured by me that no change had been made, 
and as additional proof, was shown our pressure register sheets, on which 
are recorded the pressure every minute of the 24 hours of each day, and 
every day of the year.- Dr. Robinson was in possession of these facts at the 
time he made his report to the City Council, in which report he is reported 
by the press of this city as asserting the contrary. E. McMit1rr. 

Sworn to before me, and by him subscribed in 
my presence, this 4th day of September, A. D., 
1885. E. L. Rosgrnsoy, 

Notary Public, Franklin County, Ohio, 


[SEAL | 


The hardest imaginable things have been said of the gas company here 
because it has thought it necessary, in order to accommodate patrons, to 
carry @ pressure in its street mains during the day of 13 to 14-tenths, and 
during the heavy lighting hours of 20 to 22-tenths. One would suppose, to 
read the discussions in the Council, that ours was the most corrupt gas com- 
pany in the world. To disabuse the public mind of that idea, I append a 
list of cities selected indiscriminately from all parts of the country, and give 
the pressure carried in the mains of those cities : 


Name of City. Day Pressure. Night Pressure. 


ee 14-tenths, 22-tenths, 
OE Se a 1s ec 
i aii aie beni ose ohe ase is. * | 
ee ee _ 30“ 





Name of City. Day Pressure. Night Pressure. 


Indianapolis............. 18-tenths, 28-tenths. 
PUMMDUIOR, cc cccceccsves oa = * 
| ES ere ae ae 
PEI sick tnevascstcc ee ™ | 
Springfield (Tll.)......... ». © a 
eee ee  * _. 
Washington (D. C.)..... 6 — 
ee oe Pere _ S 6 
Wheeling (summer)..... wm 25 * 
«“ (winter)....... 20 « 98 
aw Boek. .5 <0 ioe “a mm 
Philadelphia............ a i 
Newport (R. I.)......... 2“ 9283 
pera eee ere lai 40 * 
Bree ree =. = « 
PR sinc becbe ess 2 * 30 = 
NI aia sic atau’ a aie'e' _— = | os 
Covington (Ky.)......... ms S 
Birmingham (Conn.).... 12 ‘ 2 * 
en » = 21 * 
Lee Clk)... 6... 2 © Ss * 
Minneapolis............. ~~ * 20 ‘ 
POP RN cae hk ieee a SS 
Hartford (Conn.)........ = oS. 
Richmond (Va.)......... | aw 90 « 
New Orleans............ —. a4 
Syracuse (N, Y.)....... a - a 


A few of these places are required by contract to furnish not less than a 
specified pressure ; but none are prevented from giving as much more as 
they shall find necessary to accommodate the consumers. Detroit is required 
to furnish 2i)-tenths ; Cleveland is required to furnish 12-tenths in the heart 
of the city ; Washington is required to furnish 10-tenths at the Inspector’s 
office, which is the lowest point in the city, and which probably gives 12 to 15- 
tenths during lighting hours to their consumers ; New York keeps 18. tenths at 
the street lamp burners; Brooklyn is required to keep 10-tenths at burner. The 
citizens of those cities, it is safe to say, possess as much intelligence as is 
contained in the gas committee of Columbus, 

The pressures are those carried at the several works, except in the in- 
stances of Chicago, Cleveland, Washington, Brooklyn and Boston. These 
are the pressures in the heart of the cities, except Washington, which, as be- 
fore stated, is at the Inspector’s office. You will observe that in the list 
Philadelphia, Richmond and Wheeling are given. These cities own their 
gas works, and can control the pressure as they choose, and certainly would 
not rob their own citizens. By reason of the elevations in the cities of Rich- 
mond and Wheeling, above the gas works, 20-tenths there would give as 
much pressure to the consumer as 25-tenths would in Columbus. The av- 
erage pressure of the three cities is 17-tenths in the daytime, and 24-tenths 
at night, 21 percent. greater in the daytime, and 9 per cent. greater at 
night than the pressure in this city. The average of the 29 cities (excluding 
Columbus), is 15.3 for the daytime, and 25.2 for night pressure, which is 
nearly 9 per cent. greater in daytime, and 12.7 per cent. greater pressure at 
night than is carried in Columbus. There is perhaps no city in the world 
better served with gas than is the city of London, England. The most em- 
inent scientists of the age compose the board of referees. Under the acts of 
Parliament they may assess fines on the gas companies for letting their pres- 
sure run too low, but it remained for the Gas Committee of the city of Col- 
umbus to ‘‘ discover ” that this English Board has been laboring under a de- 
lusion, and that punishment should be inflicted for putting on too much in- 
stead of putting on foo little pressure. 

The paper from which the Sanitary Engineer published an extract, a por- 
tion of which Dr. Robinson read to the Council as the production of Dr. 
Love, was read before the North British Association of Gas Managers, and 
if space would permit the whole paper would be given to the public, It 
would answer the clamor of Robinson, Briggs and company much better 
than I can. That paper was prepared and read by an eminent English engi- 
neer, and he took the ground that gaz companies ought to control the pres- 
sure cf gas by attaching governors near each meter—that the attempt to 
control the pressure in the mains had in the past proved, and must from the 
necessity in the case in the future, prove futile; that a maximum pressure 
must be carried to supply consumers in overtaxed districts, and consumers 
with small pipes, and then regulate each consumer’s pressure, as before 
stated, at the consumer’s meter. 

One gentleman in the Council asserted that instead of purifying its gas 
with lime the gas company purified with sand and sawdust, and by that as- 
sertion he furnished a gauge of his knowledge on the subject under discus- 
sion, and about which he was trying to enlighten the other and less erudite 
members. A visit to the works by any intelligent person, who can tell oxide 
of iron from sand and sawdust, will disprove his assertion. 
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The Columbus Gas Company is furnishing gas of a quality 10 to 25 per 
cent. above the contract price, The gas is of unusual purity. Itis furnished 
25 to 50 per cent. cheaper than gas is furnished to other cities similarly lo- 
cated. The company has offered to light the streets for about half the price 
that is being charged elsewhere, and yet the company is abused and villified, 
and the most strenuous efforts are made by a few members of the Council to 
totally destroy the value of its property. 

After trying to show that uhe company has been doing what its officers be- 
lieved right, and what our consumers have a right to demand of us, we are 
willing to let the consumers themselves judge between our acts and what the 
committee say ought to be done. Dr. Robinson says 5 to 6-tenths pressure 
is abundant, day or night. We will test this on Monday, September 7th, 
and in doing so we will give his claim the best possible show, because Monday is 
the day of least consumption of the business days in the week. We will, during 
the day, carry 50 per cent., and at night 100 per cent. more pressure than 
Dr. Robinson says the consumers ought to have. The pressure will be seven 
and one-half-tenths in the daytime, and 11-tenths at night, and will be thus 
continued as long as consumers will permit. E. MoMitx1. 








SPECIAL ENGLISH CORRESPONDENCE. 
Poses oe eee 


ComMUNICATED By Norton H. Humpnurys. 


Sauissury, Sept. 10, 1885. 
The Present Depression and Future Prospects of Sulphate of Ammonia. 

—The Financial Position of Gas Undertakings.— Advantage of Enter- 

prise.—Price of Gas.—The Lancaster Corporation Gas Works. 

The principal event of the past month is the reading of a paper by Mr. 
Bradbury (of the well-known firm of Messrs. Bradbury & Hirsch, of Liver- 
pool), at a meeting of the Manchester District Association of Gas Engineers, 
on the subject which forms the first item in the above syllabus. Coming at 
a time when attention is directed to the question of residuals—not only by 
the fall in the price of sulphate but also by the more important fall in the 
price of tar—the utterances of so well known an authority will carry great 
weight. To show how serious this matter is, it may be mentioned that two 
or three years since the market value of tar was $10 or more per ton, while 
now it is less than $3—about one-fourth of its former value; and sulphate, 
which at the former period realized $100 or $105 per ton, now stands at less 
than $60. Gas companies look to the tar and liquor to return one-third or 
so of the cost of their coal, so this fall in prices is equivalent to an increase 
of about 25 per cent. in the cost of the coal, or to an addition of 6 or 8 
cents to the working expenses for each 1,000 cubic feet of gas. Engineers 
who have been sailing close to the wind, by selling gas at the lowest price 
that admitted of earning the dividends, will be seriously embarrassed ; for 
the shareholders will not be willing to accept a smaller percentage of profit, 
nor will the consumers be inclined to pay more fcr their gas, 

Mr. Bradbury remarks that, prior to 1882, sulphate was regarded as the 
standard manure for the beet fields of Europe. Peruvian guano, the only 
other large source of ammonia, had been deteriorating for years; nitrate of 
soda, the only other possible opponent to sulphate, had fallen inte disrepute. 
Hence the high range of values prevailing during the years 1875 to 1882. 
The prices of sulphate, however, caused German chemists to turn their at- 
tention to the possibility of utilizing the then much cheaper nitrate; and the 
outcome of their experiments was the discovery of methods whereby it could 
be applied in such a manner as to give results equal to sulphate. Mean- 
time, in England, the high prices attainable for sulphate had attracted atten- 
tion, and all sorts of schemes were proposed for increasing its production. 
Ammonia was to be recovered from coke ovens, blast furnaces—even colliery 
owners were to distill small coal for the sake of the product, and attempts 
were not wanting to utilize the nitrogen of the atmosphere as a source of am- 
monia, The same mistake was made that happens in prosperous times in 
other trades—the standard of one or two good years being taken as the basis 
of future operations. So there was the increased use of nitrate, and the 
threatened over-production of sulphate, operating simultaneously against 
the value; and in addition to these speculators came in,. and by “bear” 
speculations made matters much worse for the manufacturers. 

So the causes for the present low value of sulphate are summed up as the 
larger consumption and decline in value of nitrate, increased production, im- 
poverished condition of agriculturists, and ‘‘bear” speculations. As regards 
the future, Mr. Bradbury thinks that although the cheaper production of 
nitrate will prevent anything like a return to old prices, still sulphate must 
recover the abnormal reduction in price that has been forced by the specula- 
tors. In this respect it will be assisted by the fact that the nitrate produc- 
ers, in the hope of forcing a rise in price, have agreed to limit the production 
of nitrate. Sulphate possesses certain advantages as compared with nitrate, 
and the home consumption is increasing. Mr. Bradbury advises sulphate 
producers to stimulate consumption by every possible means, by developing 

home trade, and by encouraging research as to the best means of applying 





it. In this latter respect the example of the nitrate producers, who have 
offered £1,000 as prizes for essays on the use of nitrate as a manure, and 
subscribed 500 tons to be used for experimental purposes, may be followed. 

Obviously the nearest work in the way of promoting a better market for 
sulphate consists in the development of a local trade. To this subject I 
have referred in previous letters, and there appears no reason why small gas 
undertakings should not be able to dispose of the whole of their production 
in their own immediate neighborhood, thus avoiding the cost of transit and 
the plundering of speculators. Very opportunely my friend Mr. King, of 
the Journal of Gas Lighting, has recently published a series of leaflets in a 
cheap form, suitable for distribution among possible users of sulphate, setting 
forth the proper method of using, its advantages as compared with nitrate 
and other ete. Gas companies cannot help the competition of 
nitrate, or over-production ; but by cultivating direct contact with the users 
they may avoid the additional loss which is shown clearly by the above 
paper to have resulted from the operations of speculators. 

The effect of the fall in the price of tar, however, has not yet made itself 
evident in the revenue records of gas companies, who usually sell by con- 
tract covering a year or more in advance. Indeed, this practice is pressing 
heavily upon tar distillers, and some have been ruined. So that, so far as 
may be judged from the accounts for the first half of the year, gas undertak- 
a satisfactory condition, and are able to pay good dividends. 


manures, 


ings are in 


Against the loss on the tar and liquor may be placed the increased revenue 
derived from coke, due to the fact that, by introducing generator furnaces, 
some economy has been effected in the fuel accounts, leaving a larger pro- 


portion of coke for sale ; and probably in a greater measure to the increased 
demand for smokeless fuel, and appreciation of the value of gas coke. Many 
undertakings, by in 1g breaking machinery to reduce the coke to the 
by better arrangements for delivery to customers, etc., 
have considerably increased their coke trade within the last few years. The 
usual increase in tbe quantity of gas consumed has also been experienced, 
and slightly lower prices have ruled in the coal market. So that, on the 
‘fly in the ointment,” the gas industry is in a 
very satisfactory condition, and will be able to maintain this positi.n, not- 
withstanding the decreased receipts for tar which will figure in the accounts 
for the current half year. 

It is to be regretted that, with the diminution of the electric lighting craze, 
gas companies generally are showing a disposition to fall back from that state 
spect to the better lighting of thoroughfares an6é the intro- 


troduci! 


required size, and 


whole, although there is a 


of enterprise in 1 


duction of large burners, into which they were temporarily roused by their 
brilliant but evanescent would-be competitor. An old proverb sets forth 
that ‘possession is nine pints of the law ;” and if by a wise liberality they 


advertize the undoubted capabi'ities of gas for effectively hghting large 
a position more secure and tenable than any to which 
ich under the obvious stimulus of competition. There 
certainly exists a demand for lights of a power scarcely thought of before the 
present decade ; and with a little encouragement to invention in the direc- 
tion of large burners, before many years pass away there will be a large 
number of gas lights in use, not of a consumption of 5 cubic feet per hour as 
at present, but ranging up to 50 cubie feet or more perhour. The introduc- 
tion of recuperative and other kinds of large burners shows that the tendency 
will be to replace clusters of ordinary burners, such as sunlights and gas- 
aliers, with one large burner. In this season of comparative calm the 
ndertakings will do well to extend their borders in every 

lighting, cooking, heating, and motive power—and thus 
render their position as secure as possible against that competition which, in 
this restless age of science, is sure to be brought against them from time to 
time. 

One large gas undertaking, belonging to an incorporated company, has 
announced an increase in the price of their gas, from the Ist of October 
next, on account of the fall in price of tar and liquor. The present price is 
78 cents per 1,000 cubic feet, and it is to be raised to 86 cents. A discount 
of 12 cents from this figure is allowed if the account is paid within a stipu- 
lated time ; so at the increased price the consumers will have an opportunity 
of obtaining their gas for 74 cents, which is certainly not a very exorbitant 
amount, While upon the price of gas, I may refer to my remarks last month 
with respect to the gas supply at Manchester and Salford. Rather warm 
discussions have taken place, particularly in connection with the former 
city, and the result is that in both cases the old practice is to be continued. 
At Manchester it appears that there are 90,0U0 ratepayers and only 52,000 
gas consumers; and this shows that the ratepayer and the gas consumer 
But it appears that the 
Manchester Town Authorities have been in the habit of spending the gas 
profits on public improvements, and that they have several works of that 
sort on hand; it is supposed that an increase in rates would not be well re- 
ceived, and therefore, as a matter of expediency, that the gas consumers 
shall contrilute in the future as they have done in the past. The Council of 
the Manchester Ratepayers Association have passed a resolution to the effect 
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that the practice of indirectly taxing the gas consumer to provide for the ex- 
penditures of the Improvement Committee is wrong in principle ; and have 
thus shown that some correct notions as to justice and fairness still remain 
in that city. I am glad to notice thut some experiments are on hand, having 
in view the more efficient purification of the Manchester gas, which has long 
been noted as foul in respect to sulphur compounds to a degree that would 
not be tolerated in the case of a private undertaking ; indeed companies 
have been brought before the authorities and fined for supplying gas not up 
to the standard of purity, when, as a matter of fact, the condemned article 
contained less than half the amount of sulphur that is usually present in the 
gas supplied by the Manchester Corporation. At Salford the price question 
was treated much the same as at Manchester. The Improvement Commit- 
tee wanted the money ; the price of gas was not excessively high, etc., etc. 

The working statement of the Lancaster Corporation Gas Works, for the 
year ending June 30th, 1885, is a most interesting document, and comprises 
every information requisite to enable one to judge of the working. An in- 
teresting and unusual feature is a statement showing the cost per ton of coal 
carbonized during each of the 6 years ended June last, which shows the 
progress that has been made. In the course of the six years the cost of 
manufacture has been reduced to the extent of 20 per cent., and the distri- 
bution charges have been reduced to a like extent. Public lightirg 
remains about the same, and the amount paid as ‘“‘ Rates and Taxes” has 
slightly increased. A considerable reduction, amounting to more than 50 
per cent., is noticeable under the head of ‘‘ management.”” The receipts for 
products, for the reason above considered, have fallen considerably during 
the past two years. The ultimate result is that, although the gross price of 
gas, in 1880, was $1.08, it can now be sold at 80 cents per 1,000 cubic feet, a 
condition of things which reflects great credit upon the manager, Mr. Arm- 
itage. It should be mentioned that, although the nominal price is 80 cents, 
discounts to the extent of 4 cents is allowed, an additional 4 cents if the con- 
sumption is more than 450,000 cubic feet per annum, and a further discount 
of 12 cents if the gas is used for cooking, heating or motive power. Nearly 
73 millions cubic feet of gas have been made during the year, or 10,433 cu- 
bic feet for each ton of coal carbonized. Of this quantity 94.2 per cent was 
sold, 0.67 per cent. used on the works, and 5.12 per cent. is lost by leakage, 
ete.; 11.15 gallons of tar, and 32 gallons of ammoniacal liquor have been 
made per ton of coal, Altogether the undertaking furnishes a good example 
of the results that can be obtained, in a medium-sized works, with good 
management; and it is noticeable that in several respects they compare fa- 
vorably with those obtained by the larger undertakings. 








Comparative Evaporation Tests. 


——— 


The Jarvis Engineering Company, of Boston, Muss., under date of Aug. 
1st, published the following circular. We give the figures without com- 
ment, and would be pleased to hear from Mr. Upton, of the Jarvis Company, 
concerning other experiments of a similar nature to those herewith re- 
ported : 

‘* The following table embraces report of tests in evaporation made ona 
tubular boiler set with the Jarvis patent furnace, at the Silver Lake Com- 
pany’s mill, at Newtonville, Mass., and represents a day’s work in the use 
of different kinds of fuel. 

‘* The tests were comparative, all having been made alike; the water and 
coal were weighed in each test ; and the fires were started fresh every morn- 
ing. 

‘**Claims have recently been made that, at the present low cost of Cumber 
land bituminous cval, it was cheaper to use it than to use a mixture of 
screenings and soft coal, but these tests prove the contrary. We have 
figured the screenings at cargo prices. They can be purchased out of coal 
yards, and delivered at the mill for one dollar per ton less. 


Report of Tests. 


No 1, No. 2. No. 3, 
ct racehanakes cance sae July 21. July 22. July 23. 
CE MD ccctpccesvenerenct acca 11h.12m, 11h. 11h.10m. 
( Cumb’Ind, 
EEE SOL CCT REET TELE Egg. Cumb, H Se 0 
Screen’gs. 
1,600 
Total weight of water evaporated......... 18,000 17,600 17,357 
Equivalent evaporation from and at 212°. 19,548 19,131 18,867 
Total weight of fuel consumed........... 2,415 1,954 2,080 
Total weight of ashes and refuse......... 479 167 263 
Total weight of combustible............. 1,936 1.787 1,817 
Fuel consumed per hour pr. sq. ft. grate 
a ee ee eee ee 7.84 6.46 6.77 
Average temperature feed water......... 152,48 152 151.28 
Average pressure of steam...., eves oe , 45.68 43 44,91 


Water evaporated per pound of fuel under 


observed conditions. ................. 7.45 9 8.34 
Water evaporated per lb. of combustible. . 9.29 9,85 9.55 
Equivalent evaporation per lb, of fuel from 

RE MEI. ciuaencs susvesacveksaeevss 8.10 9.79 9.07 
Equivalent evaporation per lb. of combus- 

tible from and at 212°................. 10.10 10.70 10.30 
Cost of fuel consumed in time run, in dol- 

NE ra oe cicieeawanoage sexes 5.38 4.45 3.58 
Lbs. of water evaporated per $1 dollar’s 

worth of fuel from and at 212°......... 3,636 4,348 5,270 


‘* Economy of using screening mixture over egg coal, 31 per cent.; econ- 
omy of using screening mixture over Cumberland coal, 17.5 per cent. Cost 
of fuel delivered at the mill, including freight, cartage, etc.—egg coal, per 
2,240 pounds, $5; Cumberland coal per 2,000 pounds, $4.50; pea and dust 
coal, per 2,240 pounds, $3.50.” 





ITEMS OF INTEREST FROM VARIOUS LOCALITIES. 
oe=siliatec 

Repvuction iN Seviine Rates at Worcester, Mass.—At a meeting of 
the Board of Directors of the Worcester Gas Light Company, held Monday, 
September 21st, it was determined that the net price for gas should be fixed 
at $1.80 per thousand cubic feet, the schedule to go into effect from date of 
January Ist, 1886. This is a concession of 20 cents per thousand from the 
present scale, and is also the pleasant practical outcome of the manner in 
which Superintendent Rollins employed his vacation during the last sum- 
mer. In our issue for Aug. 17th (p. 97) we furnished a hint as to what that 
gentleman was busying himself with—in the line of reconstruction, altera- 
tion, etc., of the Worcester plant—and we may now complete the account by 
saying that the new furnaces—two of which are on the MclIlhenny plan, 
four on the Dieterich system, and two on the old method—will be fired up 
about October 15th. If Brother Rollins did not avail himself of his usual 
midsummer period of rest and recreation, his comparative freedom from 
apxiety during the coming busy winter season, owing to the different cir- 
cumstances under which he will find himself placed, when considering the 
matter of available working plant, as between ’84 and '85, will quite likely 
repay him for his self-denial. No one will gainsay the fact that $1.80 a 
thousand for gas at Worcester is a low figure. 


‘*CaRBOLINEUM AvENARIvs.”—In spite of its appellation, Messrs. Peters, 
Bartsch & Co., London, England, the patentees of that oddly-named sub- 
stance, appear to have developed a material possessing particularly good 
qualities for the preservation of wood. The Editors of the London Builder, 
after explaining that they had subjected a sample of the material to chemi- 
cal analysis, the result of which was favorable to the substance, state that 
**Carbolineum Avenarius is an oily fluid of dark brown color, largely made 
up of tar oils and a propurtion of the antiseptic products of the distillation 
of tar-yielding substances. It is free from dangerous volatility, its boiling 
point being a high one, so that it can be used with safety under all ordinary 
conditions. It is a decided antiseptic, and therefore calculated to be of great 
service in preserving wood from decay and the attacks of insects. Its power 
in this direction is considerably enhanced, owing to its oily nature, enabling 
it to penetrate well into the substance of the wood. In one experiment a 
piece of well-planed deal, } inch thick, was taken and treated with one coat- 
ing of the composition, which, when dry, was found to have penetrated the 
wood uniformly to the depth of a little more than one-quarter of an inch. 
This is an important point in favor of the material, as it removes the neces- 
sity for any inconvenient and costly appliances for subjecting the wood un- 
der pressure to the action of the composition. The covering power of the 
material is good, and it dries with reasonable rapidity, 24 to 36 hours being 
the time which elapsed between the application of the stuff and its absorp- 
tion by the wood in several experiments where the treated work was freely 
exposed to the air. For all outdoor and buried woodwork, and for all woods 
exposed to the action of water, salt or fresh, this substance should be de- 
cidedly serviceable. The one objection to its employment for the preserva- 
tion of woodwork used in the internal construction of buildings is to be found 





| 


in the fact that wood so treated with it burns more readily and fiercely than 
if merely painted in the ordinary way, or left entirely untouched. This must 


| be borne in mind ; but apart from that, and under circumstances where dan- 


| ger from fire is not a primary consideration, there seems scope for extended 





use of the material.” 


Tue Houper 1s Compuerep.—The one and one-quarter million cubic feet 
capacity gasholder ordered some months ago by the St. Louis Gas Light 
Company, the contract for the erection of which was secured by the Stacey 
Manufacturing Company, of Cincinnati, Ohio, has been completed, It ig 
understood that tests on same were most satisfactory, 
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CHEAPER Gas FoR WattraaM, Mass.—On date of September 15 Mr. Tar- 
bell, Superintendent of the Waltham Gas Company, gave notice to the 
people of that city that aiter first of the present month the selling price of 
gas would be fixed at $2 per thousand cubic feet on accounts of all consumers 
who paid their bills at the office of the Company on or before the 15th day of 
month in which they were presented. Those failing to settle within the 
stipulated time are to be assessed at the figure of $2.50 per thousand. Mr. 
Tarbell certainly grants a sufficiency of ‘‘days of grace;” and it would seem 
as though the discount were placed at a figure steep enough to secure the 
settlement of Waltham gas accounts within the allotted time. The Waltham 
Company offers to supply burners, shades, gas cookers aud heaters, etc., at 
cost price, and places stress upon the fact that gasoliue or vapor stoves can 
be changed to gas cookers at slight expense. Mr. Tarbeli concludes his cir- 
cular to the Walthamites by remarking, ‘‘ With these concessions and the 
very low price for gas we confidently hope for a much larger consumption 
than at present. By this means alone can the present low price be main- 
tained, or future reductions be anticipated.” 


Anp Stitt ANoTHER ‘‘Construction Company.”—Advices from Albany, 
N. Y., dated September 19, inform us of the filing of articles of incorporation 
of a concern hereafter to be known—i. e., while it lives—as the ‘‘ Empire Gas 
Works Construction Company, of New York.” The incorporators and trustees 
include Messrs. Reinhold Bocklen, Israel Cook, Edward S. Benedict, and 
Benjamin H. Woodworth, of Brooklyn, and Robert M. Potter, of Jersey 
City, N. J. Its objects, as set forth, are the construction and alteration «f 
gas works, and ‘‘all business pertaining thereto.” Capital stock of company 
is placed at $500,000, divided into 5,000 shares. We have uot the slightest 
idea as to the ultimate intentions of the ‘‘Empire” fomders; but, judging 
from the imposing array of Brooklyn talent represented in the initial direc- 
torate, we may be forgiven for indulging in the “guess” that the City of 
Churches is not unlikely to furnish a future field for the operations of the 
above-named coterie. We might further opine that the ‘‘all business per- 
taining thereto” portion of the ‘‘Empire’s” prospectus, or ‘‘ declaration of 
intentions,” will be likely to receive “particular atte tion.” Many astrange 
thing has hitherto occurred in Brooklyn gas circles, and the managers of 
some gas plants in that city are perfectly conversant with the fact that intri- 
cate financial ramifications often ‘‘pertain thereto,” and therein. We sup- 
pose the Jersey City capitalist mentioned, in the person of Robert M. Potter, 
is one of the parties who some years ago were engaged, under the firm name 
of “‘R. M. Potter & Co.,” in the meter manufacturing business at 14 Morris 
street, in that city. 


‘*Nores” rrom Dauuas, Texas.—A correspondent writes us in rather a 
vague manner that a company has been organized in St. Louis, Mo., for the 
avowed purpose of putting up a uew gas plant at Dallas, Texas. He also 
asserts that the Dallas authorities are about to make a contract with the local 
Edison Electric Light Company for the lighting of the city’s streets under 
the incandescent system. 

Tue Encuish Market Fork SULPHATE oF AmMoniA.—In our “special 
English correspondence” for this issue of the Journau it will be observed 
that Mr. Humphrys puts much stress upon the depressed condition of the 
market for si: lphate ot ammonia and tar, and rightly surmises that should the 
present state of affairs continue or progress the English gas maker must s 02 
experience a decided shrinkage in his revenue account—speaking now, of 
course, with reference to those undertakings that had arranged for the 
absorption of the bye-products on ‘‘long” advance contracts. Mr. Hum- 
phrys explains the position quite clearly ; and merely by way of reinforcing 
his comments thereon we append the following extracts from Messrs. 
Bradbury & Hirsch’s ‘‘monthly report” on the course of the sulphate of am- 
monia market during last August: ‘‘The month bas been a most uneventful 
one, still the position has puzzled everybody beyond measure. That the 
‘market’ should fall in the face of the nitrate position was certainly not to 
be expected, and created all the more surprise. Circumstances seem to con- 
spire to keep ammonia reduced to a low level, and unfortunately speculators 
are not behind in assisting any downward tendency. The demand has been 
straggling from outward appearances; but a glimpse beneuth the surface 
convincingly showed that it was the way the business was done, rather than 
the absence of business, which was the conspicuous feature. The shipments 
are conclusive as to the quanties disposed of, which are quite equal, if not in 
excess of former years ; but makers have not reaped the advantage of the 
orders, because they had been intercepted by thé dealers—that is, the sul- 
phate was sold on speculation, the sellers relying upon being able to bring 
about a decline to allow them to cover in their transactions at a profit. Thus 
we are passing through the months of short production even without a sign 
of the activity which used to prevail at this season of the year.” 





A New Gas Company.—The Mankato Construction Company, which cor- 
poration has succeeded to the bysiness privileges, etc., of the firm formerly 








operating under the title of O. C. McCurdy & Co., is engaged in the work 
of erecting and equipping a six-inch coal gas plant in the city of Hastings, 
Nebraska, and it is now expected that everything will be in readiness to in- 
troduce gas illumination there on the evening of October 15th. Hastings is 
the capital seat of Adams County, Neb., and may be easily reached by rail, 
being located on the Burlington and Missouri River Railroad, at a point 
where the latter crosses the St. Joseph and Denver City and Republican 
Valley Roads. Itis a growing and important center, being now about num- 
ber three in rank among the cities of Nebraska, having a population of per- 
haps 8,000 souls. Our correspondent writes us that, ‘‘ judging from the 
manner in which the citizens act towards the new company, they will give 
the projectors of the enterprise substantial encouragement.” The officers of 
the Mankato Construction Company are the following named gentl-men : 
L. Patterson, president ; C. R. Miller, vice-president; 0. C. McCurdy, sec- 
retary ; John Van Liew, treasurer. 


A Possremuity or A Lawsvurr.—It is just possible that the courts may be 
called upon to determine the validity of the franchise (bestowed upon certain 
speculators by the Chicago (Ills.) City Council, and in turn delivered by 
them to the promoters of the Equitable Gas Light and Fuel Company) lately 
granted for the construction and maintenance of an opposition gas works in 
the Lake City. By all means let the suit be instituted; and in case it 
should, the testimony brought out may be calculated to furnish spicy read- 
ing. 


Tue ‘‘ Bosses” wERE CONQUERED.—In our ‘‘ Item ” columns of last issue 
mention was made of a difference that had ‘‘ cropped out” between the jour- 
neymen plumbers and their employers, with the usual question of an in- 
crease in wages as the bone of contention. At the time it seemed as though 
a ‘‘strike ” must result, for the employers were loud in their assertion that 
no advance wou'd be granted in the labor rates, and the employees were 
equally blatant in announcing their determination to strike if their demands 
were not acceded to, After a week or twospent in bluster and lrag the 
succumbed, and the fight was ended. 


’ 


** bosses ” 

Yas Marrers at Aupany, N. Y.—We understand that the Common 
Council of Albany, N. Y., has granted the projectors of the Municipal Com- 
puny the right to operate a gas works in that city; but have received no de- 
tails regarding the same from an authoritative source. Could we call upon 
Mr. Isaac Battin to supply the “‘ missing links ?” 


Cuearper Gas FoR Nepraska Crry.—Some time ago Mr. Emerson 
MeMillin sneceeded in purchasing a controlling interest in the stock of the 
Nebraska City Gas Light Company, and shortly thereafter installed Mr. J. 
M. Murphy as Treasurer and Superintendent of that corporation. When the 
latter gentleman was placed in charge he knew that quite a ‘“‘job” had been 
entrusted to him. The plant was not in the best state of repair or forward- 
ness ; the people, as usual, had no great amount of affection for the gas pur- 
veyors ; and no wonder, either, since they had been charged $4.50 per thou- 
sand cubic feet for their gas supply. President McMillin’s orders were to 
‘‘ fix the place up,” and ‘‘cut down the price.” We disremember now the 
exact ‘‘cut” first made, but 1ecently have reveived notification that the first 
was not intended to be the last, in proof whereof we publish the following 
circular, published by Treasurer Murphy, on date of Sept. 12th, 1885. Be- 
fore proceeding further, however, we may remark that even if Nebraska City 
is located afar in the ‘‘ Wild West,” the printers ‘‘ out thar” would do credit 
to any place, since the “circular” is a pretty model of neat and clear typog- 
raphy. As to the information conveyed by it, we submit our readers will con- 
clude that the Nebraska Company “‘ means business ”— 


‘‘ To the public :—Under its present management the gas company is en- 
tering upon its third year in this city. As you are well aware when we came 
among you we revived a business that had long been inert, and invested a 
large capitalin anticipation of encouragement which we have never reccived. 
This lack of support has been the cause of much conjecture on our part, 
when it is a fact that we are to-day furnishing the citizens of Nebraska City 
with gas second to none in illuminating power and purity, and at a marvel- 
lously low price— much less than rates charged by any other company in the 
West, when the size of the city and number of consumers are considered, 
As we are upon the threshold of the season of early darkness, and conse- 
quent use of more artificial light, and in view of the fact that ali othermeans 
have failed to bring us a liberal consumption of gas and returns commen- 
surate with the outlay of capital, our president has ordered promulgated the 
following schedule of prices to take effect immediately on all gas consumed 
in any one calendar month : 

‘One thousand feet and under that quantity, $8 per thousand; over 
1,000 to and including 2,000, $2.90; over 2,000, $2.80; over 3,000, $2.70 ; 
over 4,000, $2.60; over 5,000, $2.50; over 6,000, $2.40; over 7,500, $2.30 ; 
over 10,000, $2.25; over 20,000, $2.20 ; over 50,000, $2,05; 60,000 feet and 
over, $2 per thousand cubic feet, 
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‘‘We cannot but feel that this concession will be substantially appreciated, | 
and that we will have your hearty co-operation in our endeavor to make gas 
in Nebraska City a necessity, not a luxury. If we meet with the encourage- | 
ment due us it will inure to the consumers’ benefit, inasmuch as a liberally 
increased consumption is the precursor of future lower prices.” To all of 
which we would say, ‘‘ Keep it up, Mr. Treasurer; and let there be no devi- 
ation from the proposed policy.” 


Prrsonat.—Mr. Thomas R. Brown, formerly engineer-in-chief of the | 
Philadelphia, Pa., Gas Trust, is now engaged in ‘‘ making a trip around the 
world ;” but instead of expecting to compass the journey within the limit of 
time set by Jules Verne’s 80-days tourist, the genial engineer calculated that 
he would be fourteen months older upon his return to the City of Brotherly 
Love. Two months out of the fourteen have been blotted out of the calen- 
dar since his departure, and when last heard from bis address was ‘‘ Alaska, 
U. 8.;” which is rather suggestive of over-condensation. We wish him a 
pleasant trip. 


Norges rrom Cuicaaco, Inus.—Mr. Forstall is ‘‘as busy as a bee” attend- 
ing to details in connection with the improvements and extensions now in 
progress of execution at the works of the Chicago Gas Light and Coke Com- 
pany. Among the items of new plant we note that P. H. & F. M. Roots, of 
Connersville, Ind., will put in one of their ‘‘No. 6” exhausters, and the 
American Meter Company will erect a 14-ft. station meter. The Peoples 
Company, of same city, is up and doing, one of their additions to plant being 
the placing of a 12-ft. station meter. Next in order comes the Hyde Park 
Gas Company, with a long list of new construction. At the two last-named 
works, as in the case of the old Chicago Company, the American Meter 
Company will erect the station meters, 


Tey Wovtr Nor Consiper THE Petition.—The city fathers of the town 
of Elgin, Ills., sre, to say the least, a most peculiar collection of custodians ; 
but, of course, real matter for wonder would exist only in case did they pre- 
sent an exception to the general run of councilmen. Some time ago Elgin 
had the electric fever in its most rabid form, and the councilmen acting, as 
they said, ‘“‘in answer to general public sentiment,” determined that the 
streets should be illuminated entirely by electricity, in order that other and 
contiguous boroughs might not cast reproach upon them for their ‘‘back- 
wardness in appreciating the advancing spirit of the age.” The “spirit of 
the age” was seized upon tosuch an extent that right speedily a contract 
between the local magnates and the home electric lighting company was ex- 
ecuted, and by its terms the latter agreed to do the night lighting of the 
streets, while the former bound themselves to pay, in compensation there- 
for, out of the public treasury, a sum of money more than double that for- 
merly paid to the Elgin Gas Company for doing the same work—this last is 
a mistake, since it is really a fact that the gas company, while receiving less 
than half the amount paid the electrical promoters, rendered, for the smaller 
sum, a much more satisfactory lighting service. Almost from the beginning 
of the electric order of illumination complaints were made as to its inade- 
quacy, etc.; but the council paid no attention to them, although it is on 
record, we believe, the members asserted that ‘‘in the course of time the 
system would please the ratepayers better, as the folks in charge of the elec- 
trical display were constantly advancing in the matter of improvement, etc.” 
The ‘‘advance in improvement” was such that early in September the busi- 
ness men and taxpayers of Elgin, to the number of 75 or more, presented a 
formal petition to the Mayor and Council in which it was asserted that the 
present system of street lighting was unsatisfactory to the people; that the 
contract with the city was not faithfully carried out; that the system was too 
expensive, and concluded with the request that either the contract be rigidly 
enforced or at once terminated. ‘Ihe petition wus read at Council meeting 
of September 15th, and Alderman Welsby, from light committee, promptly 
replied that the question of ‘‘ more light” had been under consideration for 
several weeks, coolly adding thereto, ‘‘ the committee was already in com- 
munication with the electric light company.” Next in order came a motion 
to place the petition on the table, which motion received iramediate affirma- 
tive action. Before the meeting adjourned Friend Welsby smilivgly floated 
to the surface once more, and explained that if the city would expend ‘‘about” 
$100 for ‘‘a mast and double lamp on the East Side Park, the electric light 
company would furnish, without cost, light for same during continuance of 
present contract.” Welsby illustrated his proposition by handing ina 
‘*sketch of the proposed mast ;” and when thesame had been duly inspected 
the Chairman referred the proposition to the “light committee for report.” 
In the meantime the petitioners are smarting under the treatment received 
at the hands of their servants (?), and while they remain in this mood perhaps 
some one or more of them may be tempted to institute an investigation that 
will have for its object a determination of the number of shares held by 
Welsby and his associates in the capital stock of the Elgin Electric Light 





Company, 





Deatus From Gas Innauation.—Two well-dressed men, each registering 
as Mr. Davis, engaged a room at Smyer’s Hotel, 35 Bowery, this city, late 
on evening of Tuesday, September 8th. One was stout, while the other was 
slender. On Wednesday morning they left the hotel together. On evening 
of same day the stout Davis returned and engaged room 4. His companion 
called the following morning, and asked ** if Mr. Davis was up yet.” A neg- 
ative answer being returned, the questioner replied, ‘‘ All right ; do not wake 
him,” and then departed. At 4:30 p.m. gas was discovered escaping from 
room No. 4, and a forced entrance revealed the fact that Davis had been 
suffocated. On the bosom of his outer shirt had been written in pencil, 
‘* Another mysterious case that will baffle the police.” Everything pointed to 
a case of deliberate suicide. His companion has not since been heard from, 
The second case is that of Joseph C. Fisher, formerly a resident of New 
Brunswick, N. J., but latterly an inmate of the Pierrepont House, Brooklyn, 
N. Y. On the morning of Sept. 10th an escape of gas into the corridors of 
that hotel was traced to the room occupied by Fisher. Wheu the discovery 
was made, although the room occupied hy deceased was filled with gas that 
had escaped from a turned-on burner, some asserted that Fisher haa suc- 
cumbed to alcoholism, but an autopsy made by Dr. Shepard proved that 
death had, in the language of the doctor, ‘‘resulted from blood poisoning 
caused by inhaling illuminating gas.” The Brooklyn Eagle claims that 
Fisher committed suicide. The last case is one that occurred about a fort- 
night ago at New Castle, Pa.; but we have received no details regarding the 
same. 


PassEpP OVER THE Mayor’s Veto.—At a meeting of the Utica (N. Y.) 
Common Council, held Sept. 18th, a communication from the Mayor, veto- 
ing a prior resolution of Council directing that the Mayor and City Clerk 
enter into a contract with the Utica Gas Light Company for the lighting of 
734 gas lamps, was read. After discussion the resolution was passed over 
the veto by a vote of 9 to 3. 


To Take CHarce at Minneapouis, Minn.—Mr. V. L. Elbert, who has 
been Superintendent of the Jackson (Mich.) works for some years past— 
and a right good one at that—took charge of the Minneapolis plant about 
October first. While we can congratulate the Minneapolis folks on securing 
Mr. V.’s services, we feel we must do so at the expense of the Jackson com- 
pany’s managers. However, no one can blame Elbert much for ‘‘ mounting 
upon another rung of the ladder.” 


More ComparaTIve Evipence.-—Note the difference in the nature of the 
two gases as evidenced by the following. Water gas is supplied to the New 
England Hotel, while coal gas is the illuminant employed at the Walker 
House. The evening papers of September 25th chronicle the fact that on 
the night of 24th, a middle-aged man, clad in the garb of a respectable me- 
chanic, paid for a room at the New England Hotel and registered as John 
McGee. The smell of gas led the hotel people to his room on the following 
morning, and the occupant not replying to their summons, the apartment 
was opened by force. Mr. Mc(tee was found in an unconscious condition, 
and his death ensued before the physicians arrived. In fact his demise oc- 
curred before the ambulance (which had been telephoned for immediately 
upon discovery of the patient’s critical state) appeared on the scene. The 
newspapers add, ‘‘ He had blown out the gas before retiring.” That is the 
water gas section of the ‘‘ deadly parallel ;” and next comes the coal gas por- 
tion of the comparison, which is reprinted from the columns of the New 
York Daily Times, date of Sept. 19th: ‘*The young lady who was found 


unconscious on Thursday in one of the rooms of the Walker House, at Port 
Chester, Westchester County, from the effects of an inhalation of escaping 
gas, recovered yesterday, and went to her home. Her name is Kate Daley, 
and her father is gardener for a Mr. Ward, of the firm of Russell, Burdsall 
& Ward, at Glenville, Conn. She said she was not accustomed to gas, and 
had blown it out instead of turning it off. She had been 17 hours in the 
room, and during all that time the burner cock attached to a gas burner, 
passing four cubic feet of gas per hour, had been turned full on.” The above 
instances are surely plain enough, and need no comment, 


Tae Unica (N. Y.) Street Licnttne Conrract.—Elsewhere in our cur- 
rent ‘‘item columns” will be found a statement that the Utica Common 
Council ordered, over the veto of the Mayor of that city, that the authorities 
enter into a contract with the Utica Gas Light Company for the lighting of 
the streets for ensting year. Later information conveys the news that the 
contract has been signed, and by its terms the Utica company is to receive 
the sum of $17,996 as compensation for maintaining 734 gas lamps for the 
twelvemonth, the company also to receive $24.70 per annum for each ad- 
ditional lamp over the stipulated total of 734. 


A Five-Man Power Gas Enorne.—The Gas Engineer says that Messrs, 
Crossley Bros., of Manchester, have just brought out a five-man power gas 
engine in answer to the great demand for a motor of that capacity. It is 
quite silent in action, and is fitted with a newly patented pendulum governor. 
The engine, like every piece of apparatus manufactured by that firm, is of 
good design and perfect workmanship, and does not take up any unnecessary 
space when placed in position, 
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Gas Stocks. 





Quotations by Geo. W. Close, Broker and 
Dealer in Gas Stocks, 


16 Wax 8r., New Yore Crry. 
Ocroser 2. 


(= All communications will receive particular attention. 
ge” The gery quotations are based on the par value of 











$100 per share 
Capital. Par. Bid Asked 

Consolidated. ............+ $35,430,000 100 97} 98 
7 eR a 440,000 50 60 70 

cc eseicccccene 220,000 — 47 57 
Equitable. ............ssee 2,000,000 100 128 133 

‘*  Bonds...... .... 1,000,000 — 107 110 
Harlem, Bonds.......... 170,000 —- — = 
Metropolitan, Bonds.... 658,000 — 110 113 
pe a Sy See 3,500,000 100 134 135 

ER srvcdecenssse 1,500,000 1000 104 107 
Municipal, Bonds 750,000 —_ — 
, eee 125,000 50 50 — 

OR sonsecaeeees 108,000 
Gas Co's of Brooklyn. 
Brook lym:...cccesccesccccee 2,000,000 25 129 131 
CI estcbidissic o> cecess 1,200,000 20 84 86 
“~~ 8. F. Bonds 320,000 1000 106 110 
Fulton Municipal....... 3,000,000 100 159 160 
? Bonds.... 300,000 104 108 
POOPMOS ..ccccccccccsccceoces 1,000,000 10 85 86x 
i ss 290,000 — 105 110 
“ yen 250,000 — 90 95 
Metropolitan.............. 1,000,000 100 94 96 
i itttecsenawiase ¢csncse 1,000,000 25 125 127x 
er 700,000 1000 98 99 
Williamsburgh .......... 1,000,000 50 155 160 
a Bonds. 1,000,000 — 111 114 
Richmond Co., 8. £ 300,000 50 64 175 
$6 Bonds......... 40,000 — — — 
Out of Town Gas Companies. 
Buffalo Mutual, N. Y... 750,000 100 80 85 
% Bonds... 200,000 1000 95 100 
Citizens, Newark......... 918,000 50 103 115 
a“ ‘“ Bonds. 124,000 — 105 110 
Chicago Gas Co., Ills... 5,000,0000 25 130 140 
Peoples G. L, & C. Co., 

Chicago, Ills ......... 8 12 
Cincinnati G. & C. Co.. 180 182 
Consolidated, Balt....... 6,000,000 100 47 48 

“ Bonds.... 3,600,000 107 107} 
Central, 8. F., Cal...... — 658 
Capital, Sacramento, Cal. 56 — 
Hartford, UConn.......... 750,000 25 123 129 
Jersey City...........0000. 750,000 20 145 — 
Laclede, St. Louis, Mo. 1,600,000 100 100 105 
Louisville, Ky...... ...... 1,500,000 50 95 100 
Montreal, Canada....... 2,000,000 100 181 182} 
New Haven, Conn....... 25 166 170 
Oakland, Cal.............. 29 30 
Peoples, Jersey City... — 4 — 

ste ‘© Bonds.. - — 
Paterson, N. J......00000- 23 9 — 
Advertisers Index. 
GAS ENGINEERS. —- 
Jos. R. Thomas, New York City ..........cccccccseneseeeees 185 
Wm. Henry White, New York City..... en a Pe oe 190 
GAS WORKS APPARATUS AND 
CONSTRUCTION. 
James R. Floyd, New York City .............2..++- inwkers 191 
T. F. Rowland, Greenpoint, L. 1. ...........--seeeeeeeee eens 191 
Deily & Fowler, Phila., Pa........s-ceessecsecececececeveees 


Kerr Murray Mfg. Co., Fort Wayne, Ind 
Stacey Mfg. Co., Cincinnati, Ohio. ...........-06+ ceeeoeeees 
Bartlett, Hayward & Co., Baltimore, Md 





Morris, Tasker & Co., Limited, Phila. WA.........-.eeeseee 
Davis & Farnum Mfg. Co., Waltham, Mass... 

Tanner & Delaney Engine Co, Richmond, Va............+.- 190 
BR. D. Weed & Od., PRAR., PA.......00 ccccccccccccccccscccces 190 
Southwark Foundry and Machine Co., Philadelphia, Pa..... 190 

PROCESSES. 

National Gas Light and Fuel Co., Chicago, Ills. ..........- 183 
Burdett Loomis, Hartford, Conn...........++ puesovacessene 182 


GAS AND WATER PIPES. 


GAS KILNS AND OVENS. 


A. H. McNeal, Burlington, N.J.....0..cccccecsccsscccecees 188 | Thorhpson Gas Kiln and Oven Co., New York City........« 185 
Gloucester Iron Works, Phila., Pa..............0..seeeeees 188 | 
Warrén Foundry and Machine Co., Phillipsburgh, N.J..... 188 PURIFIER SCREENS. 
Mellert Foundry and Machine Co., Reading, Pa............ 188 | John Cabot, Lawrence, Mags.......c0-sceeccsee ee svereceee 154 
Cincinnati and Newport Iron and Pipe Co., Newport, Ky... 188 
Fox & Drummond, New York City....................00.- 188 STREET LAMPS. 
Ohio Pipe Co., Columbus, Ohio...............-.ccececeeees 188 | J. G. Miner, Morrisania, New York City.............cses00- 157 
8 op Mow Work Clty... .cccccscosce 185 
PIPE JOINTS. Bartlett Street Lamp Mfg Co., New York City 
Pancoast & Maule, Philadelphia, Pa ...................08 183 | BURNERS. 
Rollstone Machine Company, Fitchburg, Mass.......,..... SOE) eh. Qitietar, PMI soso. « nic sce cce cocseteese memesos 190 
' + 
SCRUBBERS AND CONDENSERS. @. Taylor, Now Yor Clty... .....cccccccccccoccesceccescce 181 
G. Shepard Page, New York City............. . - 189) PURIFYING MATERIAL. 
REGENERATOR FURNACES. | Connelly & Co., New York City 2.2... s-sseee-ceceeeeeere 185 








Charles F. Dieterich, Baltimore, Md................. 1644, STEAM BLOWER FOR BURNING BREESE. 
GAS ENGINES. H. B. Parson, Bow YOu Oy... .cccccocccccccsccvcccvecccces 182 
pes ano & Co.. — = Piubdeese sonnnee -s0% 7 PIPE COVERINGS. 
er! Engine Com I, RES Be a 
= Chalmers-Spence Company, N. Y. City.........02 seccceses 183 
GAS REGULATOR. 
Helme & McIihenny, Phila., Pa..............00+. . 182 GAS FIXTURES. 
RETORTS AND FIRE BRICK. Mitchell, Vance & Co., New York City.... ... ....00.-- coe 185 
J. H. Gautier & Co., Jersey City, N. J.....56 cecceeeeceeees 186 STEAM PUMPS. 
B. Kreischer & Sons, New York City...........seeecceeewees 186 A. 8. Cameron Steam Pump Works, N Y. City............-. 185 
AGamn Webber, Mew War CRF ....c00ccccvccccccscccccccceses 186 
Laclede Fire Brick Works, St. Louis, MO.............++.+ 186 SHAFTING, PULLEYS, ETC. 
Brooklyn Retort and Fire Brick Works, Brooklyn, N. Y. 350] A. & P. Brown, NOW TOG voices cscevece. covedecsoves 183 
Borgner & O'Brien, Phile., PR... .2..ccscce cocccccece 186 oct 
William Gardner & Son, Pittsburgh, Pa. .............. .. 186 PIPE WRENCH. 
ey Me, THOU WUE CO. 6 oc ciccc caccecescntccsccces 186 | J. H. Williams & Co., Brooklyn, N. Y............ssesesee0 182 
Chicago Retort and Fire Brick Works, Chicago,  j- 186 HYDRAULIC MAIN. 
Baltimore Retort and Fire Brick Co., Baltimore, Md........ 186 . i 
Standard Gas Retort and Fire Brick Co., Ironton, Ohio.. ing A+ E. Boardman, Macon, Ga............---sereeeeeceeseees 185 
Oakhill Gas Retort and Fire Brick Co., St. Louis, Mo.... 186 - SS 
A, F. Ghee, TT TE CH. 00. creccccccces Se vislgiieis 193 | 
aay ‘SITUATION WANTED 
C. L. Gerould, Manchester, N. H....... _ig2 AS Superintendent or Engineer of a 
Brooks, Shoobridge & Co., New York City.. . 182 Gas Works. 
E. Thiele, New York City....... ........sse0-. 182 


Howard Fleming, New York City.........-........ 
GAS STOVES. 


182 


American Meter Co., New York and Philadelphia........ ooce 167 

The Goodwin Gas Stove and Meter Co., Philadelphia, Pa. .. 196 
GAS METERS. 

Barris, Griffin & Co., Pilla, PO..... 0000000 ceccccccccccces 194 


Has had full charge of a large works for fifteen years. Best of 
references. Address 


“J. H.,” care this Journal. 


FOR SALE. 

















American Meter Co., New York and Philadelphia...... w+. 1% Second-Hand Gas A aratus 
The Goodwin Gas Stove and Meter Co., Phila. Pa...... .... 1% Py 
Helme & Mciihenny, Ph: BE... cvedeseseccccscéccscceds 195 
Maryland Meter = as oe Baltimore, Md........0..+-. 194, OMe Comdenser, 4} ft. diameter by 18 ft. in length over 
D. MeDoneld & Oo. Albany, M. Y.......-..cc.ceec0cce 195| ll, containing 150 two and one-half inch tubes, 8 ft. long 
Nathaniel Tufts, Son ale eae anal 194| With 12-In. connections and bye-pass. 

Two Smith & Sayre (12-inch) Steam-Jet Ex- 

EXHAUSTERS. 
P H. & F. M. Roots, Connersville, Ind 1g5| mausters, with 3 Self-acting Bye-Passes. 
.&F.M. NG sent ee de séeveee 

Smith & Sayre Manufacturing Co., New York City..... .... 19 | Four Purifying Boxes, 10 ft. by 14 ft. by 3 ft., with 
Wilbraham Bros., Philadelphia, Pa..............eceeeeeees 192| 12-inch connections and center seal. 

GAS COALS. All in good order, and will be sold cheap. Address 
ee ee 198 PETER P. MILLER, Manager Citizens Gas Co., 
es ee eo 192 Buffalo, N. Y. 
Newburgh Orrel Coal Co., Baltimore Md ..............++. 193 —— 
Despard Coal Co., Baltimore, Md.. .. ........0..ccceeeeeee 198 ° > 
Chesapeake and Ohio R.R. Coal Agency, N. Y. City......... 198| 4 > 
Westmoreland Coal Company, Phila., Pa...... ......... 198 af 4 

GAS ENRICHERS. “3 ¢ 

W. H. Doan, Cleveland, Ohio.. ; 127 Wea | 

VALVES. Os 2 

Ludlow Valve Manufacturing Co., Troy, N. Y.......+.0+00- 188 bs , Pat. ae 1885. ‘e Just the thing g 

= eR el ee " ‘or street lamps. No moving 

John McLean, New York City. ...........se0eeees 188 ac San timanntentn mee ee 
GAS LAMPS. Be self by y porn currents ; cannot = 

get out of order or wear Out ; ie 

on a ped ne Co., Philadelphia, Pa.... = 4 Gheapest and best of all governors. < 
. pard Page, Creer eee eee eeetesereeees e Db Samples, by mail, 10 cents. Send = 

Albo-Uarbon Light Co., Newark, N. J... 2.2... ..eseeeeeees 181 < for circular. S 




















much less cost. 


The: Al bo. Carbon. Lsight tC. « 


©HE ALBO-GARBON LIGHT] 


A new system of Carburetting heated Gas by means of a solid material, where- 
by its illuminating power is increased more than three-fold. 


SUPERIOR TO ALL OTHER SYSTEMS FOR 
Economy, Safety, 1 lumi inati ing Power and General Practicability, 
The Albo-Carbon process enables Gas Companies to supply a light equal to the Arc Light, at a 


Several Gas Companies are now using this system. The process is 
extensively used in — and is being sented adopted in this country. 


Dewarls, . B. . J 


GENERAL AGENCIES: 





1004 Walnut St,, Philadelphia, Pa. 
94 Fifth Avenue, Chicago, Il, 
622 Pine Street, St. Louis, Mo. 





Law Buildings, Lexington Ave, Baltimore. 
35 Federal Street, Allegheny, Pa. 
120 S. Fourth Street, Minneapolis, Minn. 
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Helme’s Automatic hemaieeas 
































Nos. 115 and 117 Carty Street, - - - 


As Applied to the 


FOULIS CAS COVERNOR. 


This Regulator and Governor combined are absolutely free from friction, excepting what is due to the 
moving of the float A and valve through the water. 
parts are so nicely balanced that they do not rub against the surroundings. 

The well-understood action of the inverted syphon in a fluid is made available in loading and unloading 
the float of the Regulator. As the demand for gas increases the float A descends, and with it the vessel F, 
drawing into it from the tank G a portion of the fluid it contains, 
pressure at the Governor sufficiently to overcome the friction in the pipes due to the increased amount of 
gas passing. 
rise, and in doing so return to the tank G the fluid taken from it while descending. 


There are no journals to carry weight, and the moving 


This additional weight increases the 


When the shatting off begins a reverse action takes place. The float and vessel /’ begin to 


From this it can be seen that any desired variation in pressure can be arranged for at the Governor, so 
as to maintain a uniform pressure in center of town. 
and maximum night pressure it requires no further attention. 


When once adjusted to the minimum day pressure 
For prices and further particulars inquire of 


HELME c& MciLHENN YY, 
ihonncntn se Pa. 














el 


BURDETT LOOMIS, 


HARTFORD, CONN. 


Builder ofr Gas works. 


LOOMIS’S PATENT WATER GAS APPARATUS, FOR MAKING ILLUMINATING OR HEATING CAS 
FROM BITUMINOUS SLACK, ANTHRACITE COAL SCREENINCS, COKE, LICNITE, OR WOOD. 





More gas,can be made with this apparatus, using BITUMINOUS SLACK, than by any other process using same amount of best quality Anthracite 


Coal, and with less oil. 
Plans and estimates furnished. 


No clinker; no filling up of superheater with ashes, as they are separated from the coal in the process of blasting and easily removed. 








DYCKERHOFF — 


PORTLAND CEMENT 


Its extraor- | 


Is superior to any other Portland Cement made. 
dinary strength permits a greater addition of sand, while its ac- 
knowledged uniformity insures the most reliable and strongest 
work. Itis therefore the most economical to use. Circulars, 
with testimonials and tests, sent on application. 


ES. THiIiEL.-s, 


SOLE AGENT, U.5S., 


78 William Street, - - New York. 





BROCK’S PATENT DROP > FORGED CHAIN PIPE WRENCH 


MADE ENTIRELY OF BAR STEEL. 
Six sizes ; adapted for Pipe from }¢ to 14 inches diameter. 





Each number will fit a range of sizes equal to six or more Jaws are hardened to a saw temper, and can be sharpened 
of common tongs, while it will outwear an equal number | with a file. 
of any kind. Does not crush pipe ; has a quick grip; never slips; chain will 
All parts are interchangeable, and can be readily renewed. | not unhitch while in use, but can be instantly released. 


J. HH. WILLIAMS c& CO., 
Manfs. of Every Description of Iron and Steel Drop Forgings. 
No. 14 BOWNE STREET (Near Hamilton Ferry), BROOKLYN, N. Y. 











Gib Bs 
PORTLAND CEMENT 


Is guaranteed to be the finest English brand, and unsurpassed by 
any grade imported for making concrete and setting masonry. 


Extract of paper, with tests, read 
before the Am. Soc. of Civil Engi- 
neers, sent on application. 


HOWARD FLEMING, 


Sole Agent for U. S., 
23 Liberty St., New York. 


GEROULD'S IMPROVED RETORT CEMENT. 


Used by most of the Gas Companie of the United States with 
perfect satisfaction. Manufactured by 


LL. GHROVULD, 
Manchester,'N. H. 


N. B.—As Manchester is a shipping point, all freight can be 
shipped as cheaply as from Boston or New York. 








Cc. 














 Parson’s Steam Blower, 


FOR IMPROVING BAD DRAUGHT IN BOILERS, AND FOR BURNING BREEZE 
OR OTHER WASTE MATERIAL. 


PARSON'S TAR BURNER, 


FOR UTILIZING COAL TAR AS FUEL, 


PARSON’S AIR JET TUBE CLEANER, 


FOR CLEANING BOILER TUBES. 


These devices are all first-class. bay | will be sent to a a Big mee Bp ‘or trial. No sale 
unless satisfactory. Manufactured by the WATERTO STEAM B R COMPANY. 


H. E. PARSON. Supt., 42 PINE ‘ST. N. Y. 


HOWARD FLEMING, _ BROOKS, SHOOBRIDGE & CO. 
23 Liberty Street, New York. 


Portland & Roman Cements Dest English Portland Cement 

















“DINAS” SILICA FIRE BRICKS AND BLOCKS WORKS: GRAYS, ESSEX, ENGLAND. 
For Coke OVens and Gas Wo 7 rs 
Correspondence invited. Lowest prices. New York Office, No. 7 Bowling Green. 
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NATIONAL GAS LIGHT AND FUEL COMPANY, 


Sole Owners and Licensees of the Springer Patent Cupola and Process for the U.S, 


Builders, Lessees, and Chicago. 
Purchasers of 


GAS WORKS 


Springer Cupola 
Gas Generating System. 



















References. 
People’s Gas Lt. & Coke Co., Chicago. 
Elgin Nat’l Watch Company, T. M. 
Avery, Prest., Chicago. 
Chicago, Rock Island and Pacific Ry. 
Shops, Chicago. 
~s And many others. 
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Correspondence Solicited, and Estimates Furnished. Best Gas Generating System Known. 


Orders from Cities, Towns, and Public Institutions Promptly ar, Address 
NATIONAL CAS LICHT AND FUEL COMPANY, - - = No. 162 Washington Street, Chicago, Ill. 


—— 





WM. FARMER, ENGINEER, P A'T RIN TS.| vw. H. DOAN, 


32 Park Place, Room 36, New York. FRANKLIN H HOUGH | REFINER OF 
“ Ee. Solicitor of American & Foreign Patents, NAPHTHA and GASOLINES 


A system by which the elements and their valences are repre- 














ALSU MANUFACTURER OF 
sented by illustrations and solid bodies. 925 F. ST., WASHINGTON, wD. C. ; 
BOX AND PAMPHLET COMPLETE, $2.50. ee ee \A Special Grade of Naphtha for 
Personu! attention given to the preparation and prosecution e 
of applications for Letters Patent. All business before the U.8. Gas Companies 


"T] 6“ % ad n ce atten ‘or moderate fees. No eney in 
Lt will “ Pay the Piper) a re eee eae ee olor eenitin| FOR ENRICHING COAL CAS. 


yale Lf he aims to pipe well for (Oy tor obtaining Patents, or for ascertaining the patent- 
STEAM,WATER,GA hod 38 | ability of inventions. Copies of patents furnished for 25 cents sera deemnanie solicited. . 
each. Currespondence solicited. No. 48 Euclid Avenue, Cleveland, Ohio. 


Shafting, Pulleys, 
HANGERS. 


Brown ’s FPatent Friction Clutch. 


HODGE'S UNIVERSAL ANGLE UNION, Pat’ A. & FF. BROWN, 


Steam, Water, or Gas. Combining a No. 43 Park Place, New York City. 
variable angle or elbow and a union. SinEEnEnaneeaae - — — 
Saves pipe, saves time, decreases fric- 


tion and radiation, gives a union joint 2 m a 

wierery angle and cam beset ac Me A EES OVerings. 
any angle at which it is desired 

to run the pipe. Fireproof, Non-Conducting Coverings for 


HODGE’S SWIVEL FLANGE,|STEAM PIPES, BOILERS, 


A common sense article, designed to save time and money. And all Hot Surfaces. 
MANUFACTURERS AND WHOLESALE AGENTS, Made in sections three feet long. Easy to apply; light and cheap. 


ROLLSTONE MACHINE CO Asbestos Materials, Fibre, Braided Packing, and Cement. Tnese goods are used at Continental Works, Br’kiyn. 


142 Water St., Fitchburg, Mass. |GHALMERS-SPENGE COMPANY, 419 & 421 EIGHTH ST., NV. Y. 


















4 NIA, & ¢., to examine this ¥ 
re UNION, which requires 








OFFICERS, 





: ready for instant use. When 
O} you next order Fittings of any Dealer, ask fo. a 
0 sample American Union to come with them, and 
9 it will tell you the whole story, or we will, if you 
< write us for particulars. a 


U PANCOAST & MAULE, 
PHILADELPHIA, PA. 
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THE CLERK GAS ENGINE. 


Highest Award; American Institute, New York, 1883. Silver Medal American Institute, N. Y., 1884, 
Cold Medal Awarded Crystal Palace Electrical Exhibition, London, (882. 
Highest Award for Motive Power British Section International Exhibition of Electricity, Paris, 1881. 

















Reliable. Economical. 
No Boiler. No Engineer. 
No Explosion 
Steady. =p 
-— No Gearing 
No Coal. W heels. 
Simple. No Danger 
No Ashes. | No Parts 
requiring 
a frequent 
Compact. renewal. 


REQUIRING ONLY A MATCH TO START IT--CIVING ITS FULL POWER IMMEDIATELY. 


We would inform the public that during the last few months we have improved Tue Crierxk Gas Enorne 
to such an extent that we can now offer an engine vastly superior to our former pattern. These improve- 
ments have enabled us to sell our engine at a GREATLY REDUCED FiGURE, partly on account of the 
decreased weight (our engine weighing about half that of others giving the same Brake H. P). The con- 
‘sumption of gas has been decreased to a considerable extent, and the Brake H. P. has been increased some 
“25 to 30 per cent. All parts of the old design that were considered defective have been remodeled and new 
-designs added. We now have an engine second to none as regards power, consumption, and ease of working. 
‘With our new engine all trouble in starting has been removed, the noise reduced to a minimum, and the 
wegularity of motion is now all that can be desired. We guarantee all we claim for it, and the material and 
workmanship being of the best, enables us to guarantee the engine for twelve months. 


So~LEF MAHERNS, 


THE CLERK GAS ENGINE Co,, 


WM. W. GOODWIN, President. E. STEIN, Secretary. 8S. LEWIS JONES, Asst. Secretary. L. P. GARRET, Supt. 
Main Office, 1012-1018 Filbert Street, Philadelphia, Pa. 


BRANCH OFFICES, 
4142 Chambers St., N. Y. 4 West Fourteenth St., N. Y. 76 Dearborn St., Chicago 








General Agents, 


THE GOODWIN GAS STOVE & METER Co.. 


Of Philadelphia, New York, and Chicago. 
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Boardman Hydraulic | Main, 


Patented October 7, 1884. 


For description, see AM. Gas LIGHT JOURNAL of Feb. 2, 


For terms, apply tu 


A. E. BOARDMAN, Macon, Ca. 








Geb Stabting Gas Kiln. 
BAKERS’ & CONFECTIONERS’ OVENS (PAT.) 


Thompson Gas Kiln & Oven Go. 


So Carmine St., N. Y. 


Send for Circular by mail. 





MITCHELL, VANCE & CO., 


MANUFACTURERS OF 


Chandeliers 


and every description of 


GAS FIXTOR ES. 
Also manufacturers of Fine Gilt Bronzes and Marble Clocks, 
warranted best time-keepers. Mantel Ornaments, etc. 


Salesrooms, 836 Broadway, N. Y. 


Special Designs furnished for Gas Fixtures for Churches, Public 
Halls, Lodges, etc. 








Iron Sponge, 
CAS EXHAUSTERS, 


AUTOMATIC GAS GOVERNORS, 
CONNELLY & CO., Limited, 


No. 407 BROADWAY. NEW YORK CITY. 





“JOS. R, THOMAS, CE., 





May be Consulted on all Mat- k 
ters Relating to Gas Works|= 


and Gas Manufacture. 
ADDRESS THIS QFFICE, 


1284, ns FY 








C. BARCALOW, PREST. J. V. BARCALOW, SEc. & TREAS. 


BARTLETT 
Street Lamp Mfg. Co. 


MANUFACTURERS OF 


Bartictt’s Patent 


GLOBE LAMPS, 


FOR 


Streets, Parks, Railroad Stations, Public 
Buildings, Etc. 


LAMP POSTS A SPECIALTY. 





Office and Salesroom, 


No. 35 Howard Street, N. Y. City. 


Gas Companies and others intending to erect lamps and posts 
will do well to communicate with us. 





F. M. ROOTS, 8. C. ROOTS D. T. ROOTS. 

















IMPROVED GAS EXHAUSTER, 


WITH ENGINE ON SAME BED PLATE, OR WITHOUT. 


BYE-PASSES, GAS VALVES, GOVERNORS, ELBOWS, PIPE-FITTINGS, Etc., FURNISHED TO ORDER, 








P.H. & F. M. ROOTS, 2s: tanutucturers, CONNERSVILLE, IND, 


8.8. TOWNSEND, General Agent, 22 Cortland St. and 9 Dey St., N. Y. 
JAS. BEGGS & CO., Selling Agents, 9 Dey St., N. Y. 
COOKE & CoO., Sellirg Agents, 22 Cortland St., N. Y. 


“SEND FOR ILLUSTRATED CATALOGUE AND PRICE LIST. 3 











BEA. N Cameron Steam Pump, 


THE STANDARD OF EXCELLENCE. 
Upward of 30,000 in Use. 


BEST GAS WORKS PUMP 


Ever Introduced, 


aibiibind to Every Possible Duty. 


AS ComeronSteam Pomp Works, 


Foot East 23d St., N. Y. 






or: 
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J. H. CAUTIER & CO.., 


CORNER OF 
GREENE AND ESSEX STREETS, 
JERSEY CITY, N. J. 


MANUFACTURERS OF 


Clay Gas Retorts, 
Gas House Tiles, 
Fire Bricks, Etc. Etc. 


Ground Clay, Fire Brick and 


Fire Sand in Barrels, 


J. H. GAUTIER. 
C. E. GREGORY. 


T. B. GAUTIER. 
C. E. GAUTIER. 


BROOKLYN 


Clay Retort & Fire Brick Works, 


(EDWARD D. WHITE & CO.) 


Manufacturers of Clay Ketorts, Fire Brick, 
Gas House and other Tile. 


VAN DYKE, ELIZABETH, RICHARDS & PARTITION STS. 
Office, SS Van Dyke St., Brooklyn, N. Y. 





LACLEDE FIRE BRICK MFG. CO., 


MANUFACTURERS OF 


Fire Brick, Gas Retorts, 


AND 


ST. LOUIS STANDARD SEWER PIPE. 


Clay Material, Fire Clay Flue Linings, Chimney Tops 
Dry Milled and Crude Fire Clays, etc. 


OFFICE AND DEPOT 
901, 903, and 905 Pine Street, 
ST. LOUIS, MO. 


Blast Furnace and Cupola Linings, every description of Fire 








MANHATTAN. 


FIRE BRICK & ENAMELLED CLAY 
RETORT WORKS. 


ADAM WEBER. 


CLAY GAS RETORTS 
AND RETORT SETTINGS 
FIRE BRICKS, TILES, ETC., 


| Office and Works, 15th Street and Avenue C., N. Y, 





ESTABLISHED IN 1845. 


B. KREISCHER & SONS, 


OFFICE FOOT OF HOUSTON ST., E.B., N.Y. 


TILES, FIRE BRICK. 
AND EVERYTHING IN THE FIRE CLAY LINE. 





Cas Retorts, 














JAMES GARDNER, JR. 


Works, 
LOCEPORT STATION, PA. 


—ESTABLISHED 1864.—— 


WILLIAM GARDNER & SON, 


WILLIAM GARDNER. 


Office, COAL EXCHANGE, 
PITTSBURGH, PA, P. 0. Box 373. 


Successor to GARDNER BHROTHBERNRS. 


Goods for Gas Works. 


C. H. SPRAGUE, No. 70 EILBY STREET, BOSTON, MASS., — for the New England States. 


Fire Clay 








OFFICE, 418 to 422 East 23d St., New York. 


ESTABLISHED 1856. 


WORKS, PERTH AMBOY, NEW JERSEY. 





HENRYTZ ‘MAUREE. 
Excelsior Fire Brick & Clay Retort Works 


CLAY GAS RETORTS, BENCH SETTINGS, FIRE BRICK, TILES, ETC. 





STANDARD GAS RETORT AND FIRE BRICK COMPANY, 


J. ANDERSON, Pres. & Manoa’s. 


OF IRONTOWN, OHIO. 


C. PETERS, Secrerary. 


Clay Gas Retorts, Fire Brick, and Fire Clay Goods of Every Description. 


Plans of Livesey-Somerville, McIIhenny, and other Furnaces, and Competent Workmen Supplied. 








CHICAGO 


Retort & Fire Brick Works, o 40 ppropT & FIRE BRICK 


OFFICE AND FACTORY, 
Clark, Forty-Fifth, and La Salle Streets, 
CHICACO, ILL. 
GEORGE ©. HICKS, Pres. PAUL P. AUSTIN, SEC. & TREAS. 


STANDARD 


Clay Retorts and Settings. 


BLOCKS & TILES 


Of every Shape and Size to Order. 
Standard Fire Bricks. 





SS 


NEW BIGGING’S 


Gas Manager’s Handbook. 


Price, $4.80. 
EVERY GAS MAN SHOULD HAVE ONE. 


Orders any be vent to this Office, 


| OAKHILL 


COMPANY. 


PARKER, RUSSELL & CO. 


City Office, 711 Pine Street, 


sT. rIOUIs, Mo. 


the manufacture of 


MATERIALS FOR CAS COMPANIES. 


heats of the furnace, and the abrasion of feeding and emptying. 





whom we_refer. 


Our immense establishment is now employed almost entirely in 


We have studied and perfected three important points. Our re- 
torts are made to stand changes of temperature, the strongest 


Ou customers are in almogt every State of the Duion, to all of 





THOS. SMITH, Prest. AvGusT LAMBLA, Vice-Prest. & Sup 


BALTIMORE 


RETORT & FIRE BRICK CO. 


MANUFACTORY AT 


LOCUST POINT, BALTIMORE, MD. 


Connection with the City by Telephone. 


Clay Retorts, Blocks & Tiles, 


FIRE BRICK, FIRE CLAY, 
AND FIRE CEMENT. 


Ked and Buff Ornamental Tiles and Chim- 


ney Tops. Drain and Sewer Pipe (from 
2to 30 inches) Baker Oven Tiles 
12xi12x2 and 10x10x2. 


WALDO BROS., 8 WATER 87., BOSTON, MASS 
Sole Agents for New England Statics 





L. 
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THE AMERICAN METER CO., 


A test with thes®burners, | 


pw with 18-can. gas, gives the 
| following results : | | 








Large Flat Flame Burners. | 
15 cts. each, $1.50 per doz. 





i 

Con- |, 
No,| Pres sump Candle 
| * |per Hr mf 
i 











j 
| Gasoline Stove. 





BURNER, by use of which 
Gasoline Stove is | 
changed to Gas Stove. 


MANUFACTORIES, 


508 to 514 West Twenty-second St., N. Y. Arch and Twenty-second St., Phila. 
Nos. 244 & 246 North Wells Street, Chicago, Ill. 


SIPHON 
Pressure 
Gauges. 


4 inch, Nickeled. 


' 
Mimi 


6 inch, 


4 8 inch, 














In Nickeled Cases, for Condensers, Etc. 


ig 

Vi Ri 

10 inch, a 

: iG! 

‘ 12 inch, is 

é , ial 

| f 14 inch, iia 
é | iB 
16 inch, jie 

: c 

18 inch, é 


TEERMOMETERNRS, 





: | 20 inch, 











24 inch, 








—— SS 044 oe 
= bet: ae —— SSS 


| ge SSS 


Arch Pressure Cauges. 
| Japanned and Nickeled, Sizes: 3 in., 4in., 6 in., 9 in. 
| 





AGENCIES, 
No. 177 Elm Street, Cincinnati, Ohio. Nos. 122 & 124 Sutter Street, San Francisco Cal, 
No, 810 North Second Street, St Louis, Mo, 








Hmevican Gas Fight Sour. 
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=. 2” WHAT, 


BURLINGTON, N. J. 


jesguey 





CAST IRON PIPES 


FOR WATER AND GAS 











JAMES 8. MOORE, Pres. JAS. P. MICHELLON, Sec 
BENJAMIN CHEW, Treas. WM. SEXTON, Supt. 


oscestEn ROW I Wo PR 


SLOUCESTER CITY, WJ 






zie oroO O00 az —__ 
5 sO) 1°) 


2, Snz 


ARR Ane 


"TT es 


Cast [rou Gas Wale Pins, sup Vals Fire Hycrants, uta. AC. 


Office No. 6 North Seventh Street, Bact 


ESTABLISHED 1856. 


WARREN FOUNDRY iw MACHINE CO,, 


WORKS AT PHILLIPSBURGH, N. J. 
NEW YORK OFFICE, 162 BROADWAY. 


Cast Irom Water and Gas Pipe 


FROM TWO TO FORTY-EIGHT INCHES DIAMETER. 
ALSO ALL SIZES OF 


FLANCE PIPE for Sugar House and Mine Work. 
B1 AMON, ae, Sotorte, Etc., Etc. 8-1 











oa —S== 


MATTHEW ADDY, President. 


Gincinel a i lron at Pip company, 


NEW PORT, %Y. 


W. L. DAVIS, Selling Agent. GEO. P. WILSHIRE, Sec. & Treas. 


Lamp Posts 
AND 
BENCH CASTINGS 
A Specialty. Large & Heavy Castings for General Work. For Gas & WATER Co's. 

Manufacture Pipe trom 2 to 48 inches, All_work guaranteed first quality. 


AND 





Branch | 


SPECIAL CASTINGS - 


Mellert Foundry and Machine Co, 


Iuimited. 








Specials—Flange Pipe, Valves and Hydrant», 
Lamp Posts, Retorts, etc. 


Machinery and castings for Furnaces, Roll'ng Mills, Grist ane 
Saw Mills, Mining Pu ips, Lloists, etc. 


GENERAL OFFICE, - - - 


CAST IRON 


Gas-aud Water Pipes, 


From 2 to 48 Inches in Diameter. 


READING, PA. 





FOX & DRUMMOND, 
160 Broadway, N. Y. City. 


THE OHIO PIPE COMPANY, 


MANUFACTURERS OF 


Cast Iron Gas & Water Pipe, 


BRANCH AND SPECIAL CASTINGS. 


Gas-House Bench Castings, Hydraulics, Lamp Posts, Flange Pipe 
and Specials, Architectural Castings, Building Culumns, 
Joists, C-lar Grates, Sash Weights, etc 





GENERAL FOUNDERS AND MACHINISTS, 
Columbus, Ohio. 





LUDLOW VALVE MFG, CO. 





OFFICE AND WORKS, 
93S to 954 River Street and 67 to 83 Vail Av. 
TROY, N.Y. 


Screws. Indica- 


tor, etc., for Gas, Water, Steam, and Oil. 
nd for Circulars. 


Check Valves, Foot Valves, Yard- 
wash and Fire Hydrants. 


Send for Circulars. 
48 in., outside and inside 





Hydraulic Main Dip Regulators, also 
Valves.—Double and Single Gate, 4 in. to 











Tn 7 = McLean 


Man’ facturer of 


GAS 
VALVES. 


298 Monroe Street, N, ¥. 


oeN4 278 4 OS Ww OOS we 


of 


Y. 
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Siemens’s Regenerative Gas Burners, 


Eor Lighting and Ventilating. 


Ww. D. COLT, 





SIEMENS LICHTINC CO., 


T. T. RAMSDELL & CO., ° 
SIEMENS CAS ILLUMINATING CC., 
Room 6, No. 157 Broadway, New York City. 
1420 F Street, Washington, D. C. 


JOHN KIEFER, - - - 344 Lawrence, Street, Denver, Col. 


THE CHEAPEST, PUREST, AND MOST BRILLIANT OF ALL GAS LIGHTS. 


Superior to the Electric Light in Economy, Beauty, & Steadiness. 


SPECIALLY ADAPTED FOR LIGHTING HALLS, FACTORIES, OPEN SPACES, ETC. 


Ntimerous Tests made by various Gas Com- 
panies in the United States show an Efficiency 
of Ten Candle Power per Cubic Foot of Gas. 





General Agents: 


347 West Main St., Louisville, Ky. 
MEYER, MARSHALL & CO., 528 California St., San Francisco. 
DENNEHY,WOLF & O'BRIEN, 85 & 87 Dearborn St. Chicago, Ill. 
WILCOX & McCEARY, - No. 1! Bisse! Block, Pittsburgh, Pa. 
20 Swan Street, Buffalo, N. Y. 





SOL MAHBERS FOR THE UNITED STATES, 


N. EE. Cor. 2ist. St. and Washington Av., Philadelphia, Pa. 











THE “STANDARD” WASHER SCRUBBER, 


KIRKHAM, HULETT & CHANDLER’S PATENT. 





Total Capacity per 24 Hours of “Standard” 
Washers Ordered During the Following 


Years. 

| ee ere 4,000,000 cubic feet. 

See Gaiccecdchscabbes aoncdnay Sa * 

1879...... . os - ~eees 24,545,000 

1880.. Leek bins eke .... 42,967,500 “ 

Penns bstcncancsss ceccccesccue SESS ” 

Wass AT er eee “ 

REA Cis astdrnaensndress tures 57,735,000 * 

Scat dcseckchiniiescavenedes . 26,177,500 » 
ee ee 245,937,500 cubic feet. 


Total Number and Capacity per 24 Hours of 
“Standard” Washers Erected and in 
Course of Erection in the Several Countries 


Cubic Feet 


Number. per Day. 

Great Britain . inenes ao 157,070,000 
Western Hemisphere. ........--++- 38 39,337,500 
Australia ....... niayagariegtnn ae 12. 150,000 
New Zealand .... ....---seessees 2 - 650,000 
France Gen dvicauessoguaehekesn aa 4,550.000 
Belgium. ven + Pelensex open ee 5,420 000 
Germany .... T cmavcd betcureeel Nae 8,200,000 
rere ote ner G 4,160,000 
Denmark.........--- ; jcc’ @ 150,000 
NS oa oGe ctl ctusicecicescssesens ) J 3,500,000 
RE oo viask esas. 48s o We weeesses 1 350,000 
rere a 400,000 

COO isi cptenceyy, ose 218 235,937,500 


THE CORK sINUED POPULARITY 
OF these Machines 


Will be recognized from the following extracts from 
letters from representatives of some of the com- 
panies having them in use: 


Provipence Gas Company, / 
Provipence, R. I., Nov. 24, 1884. | 
Geo, SHEPARD Paae, Esq., New York: 

Dear Sir —We are now using less than a gallon 
of water per thousand in the ‘‘Standard,” and the 
gas at the outlet will not color turmeric paper. 

Yours ete., 
A. B. SLATER, Treasurer. 








Porttanp Gas Company. 
PorTLAND, OrE., Nov. 29, 1884. { 
Gro. SHEPERD Pace, New York: 

Dear Sir—Our Scrubber appears to run to our 
entire satisfaction, and we are pleased to say that 
it takes out all the ammonia from the gas. This 
is very satisfactory to us, as we were ruining our 
meters at a fearful rate heretofore. The amount 
of water used is very inconsiderable as compared 
with our old process, 
smooth and still. 


The machine runs very 
Very respectfully, 
H. C. LEONARD, Secretary. 


‘* Standard*® Washers Ordered Recently. 


Cu. Ft. per Day 
AMET GIG GG isso 05ine cevicvene tas ¥dsse0 200,000 
I I Gil si a 0 kb 506s xen ddeu.e 400,000 
Na chai wna baiceaicked cvagaxce 1,250,000 
CHICAGO, two, 1,000,000 each................ 2,000,000 
CR I nis 06k ves kcdieesecasssecds 1,000,000 
CITIZENS GAS CO., BUFFALO...........+-008 750,000 
Coke Works in Zabre, Ober-Schlesien.... .... 1,500,00 
Cokerei der Friedenshutte, Upper Silesia. ... £00,000 
PeETESS CPOINIO. 08 o 5 2.00 sees ccccsenc 250,000 
Dunedin Gas Co., New Zealand.............. 400,000 
os eee or ee 250,000 
ee ee, eee ee 300,000 
PU ED Sectia s¥alnseSxncal. canciones 600,000 
SN GP Oe oles. 5s vewwn sit asbiesscctnaee 400,000 
SE Ri ib i he sends ncsdcravdsbicn wees 2,000,000 
” Pato le aastalalh, elas wpa sibel caver ahh 3,000,000 
Po ft LS er .... 1,500,000 
I cocurehsdetsiccedenncec wenke 100,000 
PETRIE Ge ik Seve ckiekicce cnet 1,500,000 
A ee ee 500,000 
PORTLAND GAS CO., Oregon ...............+ 562,500 
Baw TRANG GAS GOs ooo ccc S ines 4,000,000 
CD ws kcenacenstis se sxanene — 40,000 
we 5 f. go Ser ee 
I Is 6 centevcccncdcccacas:dvicisy, ae 
WASHINGTON, D.C. GAS CO............. «- 2,000,006 
WORD cnces deco aw ee Die 175,000 
, eee Saree 29,677,500 


GEO. SHEPARD PAGE, No. 69 WALL STREET, NEW YORE, 


SOLE AGENT FOR THE WESTERN 


HEMISPHERE. 
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R. B. WOOD & coa., 


400 Chestnut Street, Phila., Pa. 


Cast ron Gas & Water Pine, Water Machinery & Gas Apparatus 


Cast Iron Pipe, Fire Hydrants, LL , * Casholders, Lime Trays, Center 
Eddy Valves, Lamp Posts, Large _ "a Valves, Purifiers, Bench Work, 
Loam Castings, Flanged Pipe, Exh > pee i, 
Sugar House Work, Iron Roofs SOUS, SONa ey wer 
and Floors, Wrought & Cast Iron ernors, Scrubbers, Cas Valves 
Tanks, Turbine Water Wheels Station Meters, Cast Iron Pipe 
Fittings. 


and Pumps. ——— = 
Manufacturers of Beary Cuties and Machinery of Every Description. 


ENGINEERS & CONTRACTORS FOR THE ERECTION OF GAS WORKS, & ALL MACHINERY CONNECTED THEREWITH 





Estimates and specifications furnished for erection of new works or the extension or alteration of old ones. 


Foundries and Works, - = Millville, Florence, and Camden, N. J. 








SMITH & SAYRE MFG. COMPANY, 


G. G. PORTER, Prest. 245 Broad way N. Yy. CHAS. W. ISBELL, Sec’y. 
b $ . . 


Machinery & Annaratns for Gas Works 


Drawings, Plans, and Estimates Furnished for the Improvement, Exten- 
sion, or Alteration of Gas Works, or for the 
Construction of New Works. 


Mackenzie’s Patent Rotary and Steam Jet Gas Exhausters, Governors, Compensators, 
Condensers, Washers, Scrubbers. Isbell’s Patent Automatic Street Pressure Governor, 
Gas and Water Valves, Hydraulic Main Dip Regulator, Bench Castings, ete. Purifying 
Boxes and ‘‘ Standard” Scrubbers. Isbell’s Patent Self-Sealing Retort Doors. 








Tamera Delaney Engine Co, MORRIS, TASKER & CO, 


Builders of Gas Works, 


Gas A ) ) a] l atus, PHILADELPHIA, PA. 


INCLUDING 


Condensers of various styles, Scrubbers, To Gas Companies. 


Holders, Purifiers, Castings for 





RICHMOND, VA. 








Retort Houses, Etc. We make to order CAP BURNERS to burn any amount 
ALSO STEAM ENGINES AND BOILERS. under a stated pressure. Send for samples. 
Plans, Specifications and Estimates Furnished. Also, SERVICE CLEANERS, DRIP PUMPS, and STREET 





MAIN PROVING APPARATUS. 


SOUTHWARK FOUNDRY AND MACHINE | COMPANY, <<: + czrmonsn. 


248 N. Sth Street, Phila., Pa. 
Successors to MERRICK & SON. Established in 1836. ae 


No. 430 Washington Avenue, Philadelphia, Pa. WWM. HENRY WHITE, 


MANUFACTURERS OF 





Consulting & Constructing 


Single and Telescopic Gasholders, gas Engineer & Contractor 


BENCH CASTINGS, 
ESTIMATES, PLANS, AND SPECIFICATIONS FURNISHED 


Washers, Scrubbers, Condensers, Purifiers, FOR NEW WORKS OR EXTENSIONS OF 


P . ‘ . . EXISTING WORKS. 
And all aymaratus necessary for the construction of improved new gas works and in the extension of 


established works, Also manufacturers of (32 Pine St., New York Ci ty. 
Gas Engines, and of all descriptions of Steam and Hydraulic Machinery, and of Boiler and Tank Work. 
Plans, specifications, und estimates furnished promptly on application. Correspondence solicited. 
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KERR MURRAY MFG, C0,,| 


MANUFACTURERS OF 


Single Lift and Telescopic 


GASHOLDERS. 


Built, 18se4a: 





SE ones taccccescene Cc — ity, 160,000 cubic feet. 
Pittsburgh, Pa.............. 250,000 ” 
ae iiges Guides aerate aa 220,000 “ 
Bellaire, Ohio............... 50,000 - 
Youngstown, Ohio.......... ” 60,000 ~ 
Canton, ” obi ncsens 1 60,000 * 
Akron, igre eee ” 80,000 = 
Xenia, sgh 10,000 = 
Adrian, Mich........... ave ad 65,000 og 
Ypsilanti, Mich... ......... aad 25,000 o 
Muskegon, “ ae Maen a ” 70,000 = 
South Bend, Ind............ 70,000 . 
Anderson, Pid pile dapmakions = 20,000 sy 
PUR ch cniee dees = 10,000 - 
Springfield, Illinois..........  “ 100,000 “ 
Evanston, ous job Naassine “ 50,000 bad 
Freeport, "7 ane - 35,000 “ 
Elgin, a . tt aces 60,000 ° 
Sheboygan Wis............. - 20,009 ” 
Key West Fla............. _—. 10,000 “ 


Plans and estimates furnished for the erection of 
aew and the rebuilding of old works. Address 


Kerr Murray Mfg. Co.,|- 
FORT WAYNE, IND. 





JAMES R. FLOYD, 


(SUCCESSOR TO HERRING & FLOYD) 


Oregon Iron Works, 


531 to 543 West 20th St., N. ¥. 


Practical Builders of Gas Works, 


MANUFACTURERS OF 


ALL KINDS OF CASTINGS 
AND 
APPARATUS FOR GAS-WORKS. 


BENCH CASTINGS 
from benches of one to six Retorts each. 
WASHERS: MULTITUBLAR AND 
ALR CONDENSERS ; CONDEN- 


SERS; SCRUBBERS 
wet and dry), and 


EXHAUSTERS 


for relieving Retorts from pressure. 


BENDS and BRANCHES 


of all sizes and description. 


FLOYD’S PATENT 
MALLEABLE RETORT LID. 


PATENT 
eo RETORT LIDS. 
RMER’S 
PATENT BYE-PASS DIP-PIPE. 
SABBATON’S PATENT 
FURNACE DOOR AND FRAME. 


BUTLER'S 
COKE SCREENING SHOVELS. 
GAS GOVERNORS, 
and everything cennected with well regulated Gas ‘Works at 
low price, and in complete order. 
SELLER’S CEMENT 
for stopping leaks in Retorts. 


N.B.—STOP VALVES from three to thirty inches— 
at very low prices, 
Plaus, Specifications, and Estimates furnished. 








CONTINENTAL WORKS. 


T. F. ROWLAND, Proprietor, 
GREENPOINT, BROOKLYN, N. Y. 
ENGINEER AND MANUFACTURER OF 
GAS-HOLDERS, 
CONDENSERS, SCRUBBERS, VALVES, 
PURIFIERS, RETORTS, and HY- 
DRAULIC MAINS, 


and all other articles connected withthe Manufacture and 
Distribution of Gas. Plans and Specifications prepared 
and Proposals given for the necessary Plant for Lighting 
Cities, Towns, Mansions, and Manufactories. 





GASHOLDERS OF ANY MAGNITUDE. 





H. Rasumaw, Prest. & pelnee, 


Wm. T. H. Brreu, Asst. mange R. J. TARVIN, Sec. & Treas. 


STAcHyY MEG. CoO., 


MANUFACTURERS OF 


Single and Telescopic Gasholders, 


IRON ROOFS, BRIDGES, LAMP POSTS, 
Water and Oil Tanks, Coal Elevator Cars, 
COKE CRUSHERS, BENCH CASTINGS, 


And all kinds of Wrought and Cast Iron Work used in the erection of Coal and Oil Gas Works. 
Rolling Mill Machinery and Heavy Castings a Specialty. 


STACEY, Vice-Fres. 


Foundry: 


Wrought Iron Works: 
33, 35, 37 & 39 Mill Street. 


16, 18, 20, 22, 24 & 26 Ramsey Street. 


Cincinnati, Ohio. 











BARTLETT, HAYWARD & CO, 


BALTIMORE: 


Office, 24 Light. MD. 


Works, Pratt & 


wo b v ro) 
m a _—_ 
Hist qd: & 
Hy 3 b= 
by 5° = 
H ts 

mas Ho” wT 
pb § 1 
hh @ , ~ 




















GASHOLDERS. 
eee G ENGINEERS AND BUILDERS ~ ee ee 
1. DEILZ & FOWLER, 1885, 
Laurel Iron Works. 
Address, No. 39 Laurel Street, Philadelphia, Pa. 


GASHOLDERS., 


Single or Telescopic, with Cast or Wrought Iron Guide Frames. 


EXolders Built Simce isso: 


West Point, N. Y. Galveston, Texas (2d.) Kalamazoo, Mich. (3d,) 
Fitchburgh, Mass. Marlboro, Mass. Glen Island, N. Y. 
New London, Conn. Denver, Col. Warren, Ohio. 


Mount Joy, Pa. 
Rockaway B’ch, N.Y. (2) 
——— 2 O. (2d.) 


Newport, R. I. 
Portland, Oregon. 


Allegheny, Pa. (2d. ) 
Derby, Conn. Chicago, Ill. (West Side). Bath, N. Y. Atlanta, Ga. (2d.) 
binckwell? s Island N.Y. Bridgeport, Conn. ittsburgh, Pa. (S. Side). Lynn, Mass. N.Y.City (Central Ga.) 
Waltham, Mass., (Ist.) Allegheny, Pa. (ist.) Pawtucket, R. I. New Bedford, Mass. Lynchburg, Va. (2d.) 
Dorchester, Mass. St. Hyacinth, Cen. 


Brookline, Mass. Waterbury, Conn. Saylesville, R. I. 


Wheeling, West Va. Norwalk, 0. Sherbrooke, Can. Deseronto, Can. Rondout, N. Y. 
Lansing, Mich Brattleboro, V Burlington, N. J. (2d.) | Hoosic Falls, N. Y. (2d.) Atlantic City, n. 3. 
Flint, Mich. Waltham, Mas 8(2d.) Bridgeton, N. J Bethlehem, Pa. Augusta, 

Galveston, ‘Texas (1st.) West Chester, Pa. Bay City, Mich Atlanta, Ga. (1st.) Waltham, 3 Mass. (2) 
Milton, Pa. Baltimore, Md. Erie, Pa. Savannah, Ga, 

Scranton, Pa. Hollidaysburg, Pa. Jackson, Mich. Montgomery, Ala 
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GAS COALS. GAS COALS. GAS COALS. 


JAMES D. PERKINS. — Hy EYAAK TNS & CIE, F. SEAVERNS, 


General Sales Agents for 


The Youghiogheny River Coal Company’s 
OCEAN MINE YOUGHIOGHENY GAS COAL. 


The Coal from the Ocean Mine (recently operated by Messrs. W. L. Scott & Co., of Erie, Pa.,) is now used by 
all the leading Gas Companies in the United States from Maine to Texas, and is recognized as the only reliable 


Youghiogheny Gas Coal. (See Map on p. 87 of this Journal, Feb. 16, 1885.) 


P o.bex 20° PERKINS & CO, 228 and 229 N. Y. Produce Exchange "=syn.S72"*" 


The Wilbraham Gas Exhauster, 


“BAKER SYSTEM,” 


WITH ENGINE ATTACHED, ON SAME BED PLATE OR WITHOUT. 
Best, Cheapest and Most Durable Exhauster known. 


WILBRAHAM BROS., 
No. 2320 Frankford Avenue, Philadelphia, Pa. 























Gas Exhauster Driven by Belt. 





F. a. DAVIS & a R. FARNUM. We desire to draw the attention of the gas community to the merits of 


the Sryvovus Friction ConpENsER. Companies intending to introduce 
TRUSTEES AND AGENTS FOR THE new condensers into their works will do well to confer with us and ex- 


amine plans and estimates before contracting for any other pattern 
SINUOUS FRICTION CONDENSER, The Friction ConpDENSER is now in use at the gas works located in the 


following places : 


Portland, Me. Brookline, Mass. Pawtucket, R. I. Frederickton, N. B. 
Newport, R. I. Chelsea, Mass. Jamaica Plain, Mass. St. John, N. B. 
Gloucester, Mass. Woburn, Mass. Attleboro, Masa. Paterson, N. J. 
Newton & Water- Peoria, Ill. Calais, Me. Dover, N. H. 

town, Mass. Clinton, Mass. Fall River, Mass. Waltham, Mass, 


Nassau Works, Brooklyn, N. Y. 


DAVIS & FARNUM MFG. CO. 


MANUFACTURERS OF 


Gas and Water Pipes, 


CAS AND WATER MACHINERY 


OF THE MOST APPROVED PATTERN. 
Also, Gasholders and Iron Roofing. 
Orders from Gas and Water Companies promptly attended to. 
WALTHAM, MASS. 


Boston Office, Room 55, Mason Building, 70 Kilby Street. 
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° : GAS COALS. GAS COALS, 
Newburgh Orrel Coal Co., THE 
Newburgh Orrel, Tyrconnell YP AIWN GAS COAL CO. 


and Palatine Gas Coals. 


ALSO SHIPPERS OF FOUNDRY COKE. 
Mines Situated at 


Newburgh, Flemington & Fairmont, W.Va. 


HOME OFFICE, 


25 S. Gay St., Baltimore. 


CHARLES MACKALL, 
MANAGER, 





CHAS. W. HAYS, Agent in New York, 
Room 92, WASHINGTON BUILDING, No. 1 Broadway. 


Shipping wharves at Locust Point. References furnished when 
required. Special attention given to chartering vessels. 





THE DESPARD COAL COMPANY 


OFFER THEIR SUPERIOR 


DESPARD COAL 


To Gas Light Companies and Manufacturers of Fire Clay Goods 
Throughout the Country. 


ROUS-EL & WEES, } ‘BANGS & HORTON, 
71 Broadway, N. Y. ( 16 Kilby S8t., Boston. 

, West Va. Wharves, Locust Point, Balt. 

Company’s Office, 15 German St., Baltimore, Md. 


Among the consumers of Despard Coal we name: Manhattan 
Gas Light Co., N. Y.; Metropolitan Gas Light Co., N. Y.; Jersey 
City, (N. J.) Gas Light Cx 
Portland (Maine) Gas Light Co. 


AGENTS. 


Mines in Harrison Cx 


Reference to them is requested. 


WELSH “ABERNANT’ 
bilica Dinas Fire Brick & Ceedt 


Unrivaled for Endurance Under Intense 
Heat. Percentage of Silica, 95.64. 


liso SCOTCH “BLOCHAIRN” FIRE BRICK 
A. T. CHUR, 


SOLE AGENT FOR THE UNITED STATES, 


Mills a Boom 14, Fifth ~— New York. 











PRESERVE 
The Journal 


BY THE USE OF 


THE STRAP FILE. 


Advantages of the Strap File. 





Ist. It is simple, strong, and easily used. 

2d. Preserves papers without punching holes. 

3d. Will always lie flat open, 

4th. Allows any paper on file to be taken sae! 
without disturbing the others. 

Price, $1.25. Sent either by express or mail, at 
directed. By mail the postage. will be 20 certs, 
which will be added to the prive of the Binder, 

A. MW. CALLENDEK & CW., 42 PINE St., N £. 


».; Washington (D. C.) Gas Light Co.; | 


Coal, Carefully Screened & Prepared for Gas Purposes. 








Their Property is located in the Youghiogheny Coal Basin, near Irwin and Penn Stations on the 
Pennsylvania Railroad, and on the Youghiogheny River. 


Principal Office: 


209 SOUTH THIRD STREET, PHILA., PA. 


FPoints of Shiipment: 


Pennsylvania Railroad Piers; Greenwich Wharves, Delaware 
River; Pier No. 1 (Lower Side), South Amboy, N. J. 


Chesapeake & Ohio Railway Coal Agency, 


FOR THE SALE OF THE 


Superior Kanawha Gas Coals, Cannelton Cannel, 


Also, SPLINT AND STEAM COALS, 
From the Kanawha and New River Regions, on the line of the Chesapeake & Ohio R’way. 


'C. B. ORCUTT, Sales Agent. | OFFICE, 150 BROADWAY, NY. 


EDMUND H. McCULLOUGH, Sec. & TREAS. 

















FRANCIS H. JACKSON, PRESIDENT. . 


THE WESTMORELAND COAL 60. 


Chartered 1854. 


Mines situated on the Pennsylvania and the Baltimore 
and Ohio —, in Westmoreland Courty, Penn. 


POINTS OF SHBIPMENT: 


PHILADELPHIA, BALTIMORE, SOUTH AMBOY, N. J. 
WATKINS (SENECA LAKE), N. Y. 











Since the commencement of operations by this Company its well-known 
Coal has been largely used by the Gas Companies of New England and the 
Middle States, and its character is established as having no superior in gas- 
giving qualities, and in freedom from sulphur and other impurities. 


Principal Office, 224 South 3d St., Phila., Pa. 


The Bower Gas Lamp. 


The Perfected Duplex-Regenerative Gas Burner, under 
the combined Patents of Anthony S. Bower, 
Geo. S. Grimston, and Thos. Thorp. 


The First Gold Medal awarded at the Crystal Palace Exhibition in 
London, and two Gold Medals at the Stockport (Eng.) Exhibition of Gas 
Appliances. Both in 1883. 


GEO. SHEPARD PAGE, TORN BOWER, 
69 Wall Street, N. Y- beat. 




















The Management of Small Gas Works. 


By C.J. R. HUMPHREYS. Price, $1. 


A. M. CALLENDER & CO., 42 Pine St.. N.Y. 
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INTERNATIONAL--1876--EXHIBITION. 





The U. S. Centennial Commission 


HAVE DECREED AN AWARD TO 


HARRIS, GRIFFIN & C@., 








Twelfth and Brown Streets, Philadelphia, Pa., No. 49 Dey Street, N.Y. City, and No. 75 North Clinton Street, Chicago, I., 


FOR THE FOLLOWING REASONS : 


The Exhibit consists of a Series of METERS from the Largest Size Station Meters forthe use of the MANUFACTURE OF GAS, to those for the use of 
the ORDINARY CONSUMER. The Instruments are WELL MADE, RELIABLE as to INDIOATION, ard embody a number of sundry improvements which, 
with the general character of the Exhibit, entitle the whole to commendation, 


Attest—J. L. CAMPBELL, 
Secretary, pro-tem. 


Signed—A. T. GOSHORN, 
Director General 


J. R. HAWLEY, 
President 








CHARLES E. DICKEY. 


JAMES B 


. SMALLWOOD, 


CHARLES H. DICKEY. 


Maryland Meter and Manufacturing Co., 


DICKEY, TANSLEY & CO., 


Histablished iscc. 


Nos. 22 and 24 Saratoga Street, Baltimore, Md. 
INo. 46 La Salle St... Chicago, Ill. 


MANUFACTURERS OF 


DRY GAS METERS, STATION METERS, GLAZED METERS, TEST METERS, METER PROVERS, PRESSURE AND VACUUM 
REGISTERS, GOVERNORS, INDICATORS, SERVICE AND METER COCKS, AND METER CONNECTIONS. 








Dry Gas Meter. 


With 39 years’ experience and the 
best facilities for manufacturing, 
is enabled to furnish reliable work 
and answer orders promptly. 


NATHANIEHI TUFTs, 


No. 153 Franklin Street, Boston, Mass., 


MANUFACTURER OF 


DRY GAS METERS. 
Station Meters of any Capacity. 


? Test and Experimental Meters, Pressure Registers, Pressure Gauges, 


Pressure and Vacuum Gauges. 


METER PROVERS, PHOTOMETERS, STREET LANTERNS, ETC., ETC. 


Patent Cluster Lanterns for Street Illuamination. 











SCIENTIFIC BOOKS. 





We are prepared to furnish to Gas inden 


books, at prices named : 
KING’S TREATISE ON THE MANUFACTURE OF COAL 
GAS. Three vols.; $10 per vol. 


GAS MANUFACTURE, by WILLIAM RICHARDS. 4to., with 
numerous Engravings and Plates, in Cloth binding. $12. 


THE GAS ANALYST’S MANUAL, by F. W. HARTLEY. $2.50. 
ANALYSI5, TECHNICAL VALUATION, PURIFICATION, and 


USE OF COAL GAS, by Rev. W. R. BowpiTcH, M.A.; with 
Eugravings; 8vo., Cloth. $40. 


GAS MEASUREMENT AND GAS METER TESTING by F. W. 
HARTLEY. $1.60 


GAS CONSUMER’S HANDBOOK, by WILLIAM RICHARDS, C.E.; 
18mo., Sewed. 20 cents. 


The above will be forwarded by express, upon receipt of price. 
forwarding any other Works that may he desired, upon receipt of order. 


draft, or post office mouey order. 


A. M. 


GAS CONSUMER'S MANUAL, by E. 8. CaTHets,C.E. 10 cts. 


PRACTICAL TREATISE ON HEAT, by THomAs Box. Sec 
ond edition. $5. 

GAS WORKS-THEIR ARRANGEMENT, CONSTRUCTION, 
PLANT, AND MACHINERY. $8. 

COAL; ITS HISTORY AND USE, by Pror. THORPE. $3.50. 

THE GAS WORKS OF LONDON, by CoLBuRN. 60 cents. 

THE GAS FITTER’S GUIDE, Showing the Principles and Prac- 
tice of Lighting with Coal Gas, by JOHN ELDREDGE. 40 
cents. 

ras ea AND MANUFACTURING COAL GAS, HUGHEs. 
2.20. 


THE MANAGEMENT OF SMALL GAS WORKS, by C. J. R. | 


HUMPHREYS. $1. 


and others interested in the topics treated of, the following 


A PRACTICAL TREATISE ON GAS AND VENTILATION 
with Special Relation to Illuminating, Heating, and Cooking 
by Gas, by E. E. PERKINS. $1.25. 

PURIFICATION OF COAL GAS, by R. P. Spice. 8vo. $3. 

HOW TO MANAGE GAS, by F. WILKINS. Paper. 20 cents. 

THE GAS MANAGER IN THE LABORATORY, by a Practical 
Student. 8vo., Cloth. $1.50. 

THE DOMESTIC USES OF COAL GAS, AS APPLIED TO 
LIGHTING, by W. SuaG. $1.40. 

| DISTILLATION OF COAL TAR AND AMMONIACAL LIQUOR, 
by GEO. LUNGE. $8.50. 

A TREATISE ON THE COMPARATIVE COMMERCIAL VAL- 


UES OF GAS COALS AND CANNELS, by D. A. GRAHAM 
| 8vo., Cloth. $3. 


We take especial pains in securing and 
All remittances should be made by check, 


CALLENDER & CO., No. 42 Pine Street. New York. 
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T. C. HOPPER, Pres. G. J. McGOURKEY, Vice-Pres. (New York). WM. N. MILSTED, Gen. Supt. & Treas. (New York). WM. H. DOWN Sec. 


AMERICAN METER COMPANY, 





WET AND DRY GAS METERS. PRESSURE REGISTERS. METER PROVERS, 
STATION METERS. PRESSURE & VACUUM REGISTERS. PORTABLE TEST METERS. 
EXHAUSTER GOVERNORS. PRESSURE & VACUUM GAUGES. EXPERIMENTAL METERS, 
DRY CENTRE VALVES. CRESSON GAS REGULATORS. AMMONIA TEST METERS. 
GOVERNORS FOR GAS WORKS. MARSLAND WATER METERS. BAR AND JET PHOTOMETERS,. 
Manufactorics: GAS STOV ES, Agencies: 


612 W. 22d St., N. ¥.} SUG@’s “STANDARD” ARGAND BURNERS, | 377 Sole Nc wells Street, I 


2 (246 N. Wells 8 Chi ° 
SUGG’S ILLUMINATING POWER METER, Sud Hunt Snel eeu aac ee: 


Arch & 22d Sts., Phila. Wet Meters, with Lizar’s “‘Invariablie Measuring”? Drum, it 122 & 124 Sutter St., San Francisco. 








 EEIAE & MecilHENYN yw, 


(Successors to Harris & Brother. Established 1848.) 


CAS METER MANUFACTURERS, 


CONTINUE AS HERETOFORE AT THE OLD ESTABLISHMENT, 


Nos. 1115 and 1117 Cherry Street, Philadelphia, Pa., 


To Manufacture Wet and Dry Gas Meters, Station Meters, Experimental Meters, Meter Provers, Center Seals, Pressure Registers, 
GOVERNORS, INDICATORS, PHOTOMETERS, & ALL OTHER KINDS OF APPARATUS FOR USE IN GAS WORKS. 


From our long practical experience of the business, and from our personal supervision of all work, we can guarantee all orders to be executed promptly, 
and in every respect satisfactorily. 














WM. WALLACE GOODWIN, Prest. and Treas. WM. H. MERRICK, V.-Prest. 8. L. JONES, Sec. 8. V. MERRICK, Supt. 


THE GOODWIN GAS STOVE AND METER COMPANY, 


Successors to W. W. GOODWIN & CO. 


1012, 1014 and 1016 Filbert St., Phila., Pa. 142 Chambers St., New York. 
76 Dearborn St., Chicago, Iil. 


WALDO BROS., Agents, 88 Water St., Boston. 
MANUFACTURERS OF THE “SUN DIAL” GAS STOVES, FOR COOKING AND HEATING PURPOSES. 


Dry and Wet GAS METERS, Station Meters (Square, Cylindrical or in Staves) Glazed Meters, King’s and Sugg’s Experimental Meters, 
Lamp Post Meters, Etc., Etc., Meter Provers (sizes 2, 5 and 10 feet), Pressure Guages of all kinds, Pressure Registers, Pressure and Vacuum Re- 
gisters, Pressure Indicators (sizes 4 inch, 6 inch and 9 inch), King’s Pressure and Vacuum Gauges, Dry and Wet Oentre Seals, Dry and Wet Gov- 
ernors, Exhauster Governors, Photometers of all descriptions. Letheby’s Sulphur and Ammonia Test Apparatus complete—also 

Testing and Chemical Apparatus of all kinds, and of the most perfect description, for all purposes relating to Gas. 


GOODWIN’S IMPROVED LOWE’S JET PHOTOMETER. 
Agents for Brav’s Patent Gas Burners and Lanterns. 


Special attention to repairs of Meters, and all apparatus connected with the business. G. B. PT Anne, Mena’s, Now Vert. 
All work guaranteed first class in every particular, and orders filled promptly. A. B. STANNARD, Agent 














D. MCDONALD & CoO., 
GAS METER MANUFACTURERS. 


(Hstablished 185+.) 
51 Lancaster St., Albany, N.Y. 34& 36 West Monroe St., Chicago, Ill. 


STATION METERS, EXPERIMENTAL METERS, METER PROVERS, PRESSURE & VACUUM REGISTERS, PRESSURE GAUGES, ETC. 
Also STAR GAS STOVES, RANGES, and HEATING STCcCveEes. 


We use only the very best materials, and employ the most skilled labor, and by our long experience (29 years: and personal supervision of every detail, we 
feel justified in assuring the public that our g will give perfect satisfaction. Every Meter emanating from our establishment will bear the State Inspector’s 
Baneg, and will be fully warranted by us. Our Annual and Calendar will be sent to Gas Companies upon application. 








BING'S TREATISE ON COAL GAS. 


Ihe most complete work on Coal Gas ever published. Three vols., bound, $30. 





A. M, CALLENDER & CO., No. 42 Pine Street, New York, 
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THE GOODWIN GAS STOVE AND METER (C0, 


1012-18 Filbert St., Phila., 


142 Chambers St., N. Y., 


76 Dearborn St., Chicago. 


Agents, WALDO BROTHERS, 88 Water Street, Boston. 


WM. W. GOODWIN, Pres, & TREAS. 





W. H. MERRICK, VICE-PREs. 
8. LEWIS JONES, Sc. 
SAMUEL V. MERRICK, Supt. 


SOLE MANOFACTURERS OF THE 


G. B. EDWARDS, Mang’r, N. Y. 
E. H. B. TWINING, Mang'r, Chicago. 
A. B. STANNARD, Agent. 


“SUN DIAL” GAS STOVES 


The Most Economical, Efficient, and Durable Cas Stove Made. 
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I.—Safety Hot Water Generator and Boiler. Il.—Gas Cooking Stove No. 8 B. 01 

Safety Hot Water Cenerator and Boiler. New Style Cas Cooking Stove. Er 
Cut I. represents our Safety Gas Hot Water Generator and Boiler, arranged for home use. Cut II, represents our New Style Cooking Stove. As will be seen, it has an ornamented cast 
This most easy, quick, and economical way of preparing a warm bath, or for heating water for iron base and front, and extension shelves. The oven burner, which is atmospheric (unless 
any omestic purpose, entirely supersedes any nocessity for the use of ranges or stoves—a great otherwise ordered), is of an entirely new and improved pattern (patent applied for). The ovens 
comfort, particularly in hot weather. The boiler being self-filling. as the hot water is drawn off, ard of greater capacity than those of the old style. The top, in conjunction with the outlet pipe, 
can never become empty, thus preventing the possibility of any accident. is designed to carry off all products of combustion ; hence the cutlet pipe must be connected with 

We beg to call attention to the cast iron pan which is now attached to the legs of the a flue, or the stove will not work properly. 
Generator (see illustration). This is to catch the drippings from the Coil, which manyypersons This Stove has 4 boiling burners in top of hot plate. AU fittings are nickel plated. We are 
suppose come from a leak, when in fact they are produced by condensation. This condensation making this style of Cooking Stove in the following sizes—viz., No. 7 B, No.8 B, No. 9 B, and 
1s caused by the hot flame coming in contact with the coil filed with cold water. No. 10 B, 
Itz 





New Style Hot Piates. 


Cut IIT. represents our New Style of Hot Plates, of which we are making No. 106 (two small boiling burners), No, 107 (two medium sized 
boiling burners), and No, 108 (two medium and one large boiling burner), See new Catalogue and Price List for further particulars, 





